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In a modern plant just off Broadway, near the center of New York's 
theatrical district, Kliegl Lighting Specialties and Lighting Effects are 
planned, designed, and produced — bearing the mark ''Kliegl Bros."— a 
symbol of quality and fine craftsmanship known the world over. 
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FOOTLIGHTS 

Listed by Underwriters' Laboratories 

Kliegl Footlights are made in a number of different designs ranging from small portable 
units to brilliant lighting equipment for the largest and most modern theatre installation. 
To facilitate selection they are grouped under three classifications: Semi-flush Types, 
Disappearing Types, and Portable Types. Semi^flush types are installed wherever foot- 
lights are used frequently; disappearing types where footlights are required only oc- 
casionally, and portable types are intended primarily for temporary stages, display lighting, 
and traveling entertainers. 

Semi-flush Type Footlights 

Kliegl Semi-Flush Type Footlights are in the form of a trough, fixed in position, with 
hood extending 2^ to 3^ inches above the stage floor, protecting the lamps and reflecting 
the light to the stage; made of galvanised sheet-iron (trough and hood formed from one 
piece — hood of two thicknesses rolled as one piece and spaced at point of support, making 
it exceptionally strong and rigid); well ventilated; correctly designed to provide the 
proper distribution and control of light at maximum efficiency; comply with Under- 
writers' requirements and are completely wired in accord with their ruling of ""not 
more than 1320 watts to a 2-wire circuit;'' furnished in any desired length and curvature. 
When specified, several Kliegl Connectors, No. 950, can be furnished installed in the foot- 
light trough, with 2-wire control circuits, providing convenient connections for Foot- 
Hght Spots, illustrated on page 45. 
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No. 622 

Kliegl FootHght No. 622 is a semi-flush type open-trough 
foot ight fitted with a single row of medium-screw-base 
receptacles; accommodates either 60-watt or 75-watt Mazda 
lamps, 3 to 4 inches between centers — depending upon size of 
lamps to be used; completely wired — usually for independent 
control of white, red, and blue lights; reflecting surfaces 
painted a permanent white, trough incline dull black; splice- 
box provided for making feeder connections. 



No. 622 




No. 623 



No. 623 

Kliegl Footlight No. 623 is a semi-flush type compartment 
foot ight fitted with a single row of medium-screw-base 
receptacles, spaced 6 inches between centers, partitioned off 
in separate compartments, with slide grooves for metal color 
frames for gelatine color mediums; accommodates 150'watt 
Mazda lamps; completely wired — usually for independent 
control of white, red, and blue lights; reflecting surfaces 
painted a permanent white, trough incline dull black; splice- 
box provided for making feeder connections. 
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No. 624 

Kliegl Footlight No. 624 is a semi-flush type open-trough 
footlight fitted with tw^o parallel rows of me Jium-screw-base 
receptacles, spaced 4 inches betu'een centers; front row for 
white lights (75'watt Mazda Lamps), back row for red and 
blue hghts (6o'watt Mazda Lamps); completely wired for 
independent control of white, red, and blue lights; reflecting 
surfaces painted a permanent white, trough incHne dull 
black; sphce-box provided for maJdne feeder ronn^rHnn« 



No. 626 

Khegl Foothght No. 626 is a semi-flush t>^pe open-trough 
foothght fitted with a single row of medium -screw-base 
receptacles, spaced 4 inches between centers, holding lamps 
in an mverted or suspended position; accommodates ^ywatt 
and 75'Watt Mazda lamps; completely wired — usually for 
independent control of white, red, and blue Hghts* reflect- 
mg surfaces i^ted a permanent white, trough incUne duU 
black; sphce-bos provided for making feeder connections 



No. 632 



No. 632 

Kliegl Foothght No^ 632 is a semi-flush type open-trough 
foothght fatted ^-.th a single row of medium4rewW 

receptacles, spaced 5 inches betu-een centers: each recep- 

^nltT^S" T^,^ alummum refetor and sprmg-catdi 
holder tor detachable color globes; accommodati icS)-watt 

^n.lfr" J- ""-r ^^^'-^ ^"^^-^ completelv wired- 
u^ually for independent control of white, red. and blue 

hghts; reflectmg surfaces painted a permanem white, trough 

inchne dull bkck; spHce-bos prov:ded for making Sr 

connectio^. CoW globes are pennanentlv colorSf, bb^^ 

T2Z\ '^t^'""^ ""^ interchangeable; "^furnished in 
amber, red, blue, and green. 



I 



f 




No. 633 



No. 633 
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Disappearing Type Footlights 

Kliegl Disappearing Type FooxLiGHTS^for schools, lodge rooms, auditoriums, lecture 
halls, and wherever a footlight is required only occasionally— are constructed so that 
when not in use they may be closed down flush with the stage floor. They are fur^ 
nished in complete standard five-foot sections ready for installation. Lamp receptacles 
are mounted in an alhmetal fireproof trough with pivoted supports attached to a hard- 
wood frame, 60x14 inches overall. A hardwood panel, fastened to the back of the trough, 
serves as part of the stage floor when foothght is closed. Both frame and panel are sub^ 
stantially made of i-inch oak flooring in sections notched and glued together in a man- 
ner that prevents warping, and will withstand the same treatment to which the rest 
of the floor is subjected. Each section is provided with a flush ring-pull and lock, and 
when footlight is open it is held in position by a spring-catch. When so desired a special 
switch can be furnished for installation m the stage floor near the disappearing foot- 
hghts which connects the lamp circuits when its panel is opened, and disconnects the 
lamp circuits when it is closed. Kliegl Disappearing Footlights comply with Under- 
writers^ requirements, can be supplied for straight or curved installation, in special 
lengths if desired, and with flooring other than oak. - ■ - 




Ci-OiCO 

< lA- ^ 




No. 829 

Kliegl Disappearing Footlight No. 829 is fitted with a 
single row of medium-screw-base receptacles, spaced t,}4 
inches between centers; accommodates fifteen 6o'watt or 
75'watt Mazda lamps; completely wired, for three 2-wire 
circuits for independent control of white, red, and blue 
lights; splice-box provided for making feeder connections; 
reflecting surfaces painted a permanent white; furnished 
complete, with oak flooring, m five'foot sections. 



No. 829 





StCTlO"AL VfEWS 
OP£N 



CLOSeO 




No. 828 




No, 828 

Kliegl Disappearing Footlight No. 8^8 is fitted with two 
parallel rows of medium-screw-base receptacles, adjacent 
receptacles spaced ^}4 inches between centers; front row 
accommodates fifteen 6o-watt or 75-watt Mazda lamps, 
usually wired to a single 2'wire circuit for white lighting; 
back row accommodates fourteen lamps and is usually wired 
with two 2-wire circuits for independent control of red 
and blue lights; reflecting surfaces painted a permanent 
white; furnished complete, with oak flooring, in five-foot 
sections. 



No. 826 



No. 826 

Kliegl Floor switch No. 826 for control of lamp circuits of 
disappearing footlights; equipped with 30-ampere toggle 
switches; operated by opening and closing of the panel; 
furnished complete with oak frame 14x14 inches, and with 
switches enclosed in a sheet'metal box. 
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Portable Type Footlights 

Klizgl Portable Type Footlights— designed for use with a portable stage, and in 
schools, hotels, show windows, clubs, little theatres, and similar places where a foot- 
light is required temporarily— are made of galvanised sheet-iron, light in weight, com- 
pact, and completely wired; (no recess m the floor is necessary— they are intended to be 
set in position on the stage floor); furnished in any desired length, or in several portable 
sections. 

No. 627 

Kliegl Portable Footlight No. 627 is fitted with medium'screW' 
base receptacles, spaced S-inches between centers; accommo' 
dates 6o'watt or locwatt Mazda lamps, in a hori2;ontal 
position; completely wired with one 2- wire circuit; provided 
with cable extension and pm connector for making feeder con' 
nections; reflecting surfaces painted a permanent white; 
external surfaces finished in black enamel. 




No. 627 




No. 629 



No. 629 

Kliegl Portable Footlight No. 629 is fitted with a single row of 
medium-screw'base receptacles, spaced ^'inches between 
centers; accommodates 60-watt or 75'-watt Mazda lamps in a 
vertical position; completely wired — usually with three 
2'wire circuits for independent control of white, red, and blue 
lights; provided with cable extensions and pin connectors for 
making feeder connections; reflecting surfaces painted a perma- 
nent white; external surface finished in black enamel. 
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No, 



622 
623 
624 
626 
632 
633 



829 
828 
826 



627 
629 



Description 



Semt-flush Type 

Single-row Open-Trough Footlight 
Compartment Footlight with color frames 
Double-row Open-trough Footlight 
Inverted, Single-row, Open-trough Footlight 
Single-row Footlight with detachable color globes 
Double-row Footlight with detachable color globes 

Disappearing Type 

Single-row Disappearing Footlight, 5-foot section, oak flooringt 
Double-row Disappearing Footlight, ?-foot section, oak flooringt 
Control Switch for Disappearing Footlight. oak flooring 

Portable Type 

Portable Footlight with one color'circuit 
Portable Footlight with three color-circuits 



Pric] 



« 
* 

« 
* 



$50.00 
80.00 
■\o.oo 



* 



Weight 



67 >^ lbs. 
75 lbs. 

3.0 lbs. 



Code Word 



Racines 
Racloir 
Rdcoma 

Raddia 

Radigast 

Radiola 



Vihiones 
Viadrus 



Radeau 
Radgarn 



Hotc: Footlights can be furnished with lamps spaced wider apart than specified in description, or with a greater number of circuits for 
more colors, or other changes that may be necessitated by particular requirements. When ordering footlights give length of footlight 
(usually about four feet shorter than the proscenium opening); state whether it is curved or straight; number of colors desired' 
number of lamps for each color, and size lamps to be used. Also state whether sphce-box for making feeder connections should b^ 
located ,n the center, or at the nght end or at the left end of the footlight viewed from a position on the stage facing the audience. 

Blue prints for use of architects and engineers planning footlight installations, showing construction details and dimensions of Kliegl 
rootlights, are avaalable on request, ^ 

*Price quotations furnished on application. fSpecial lengths, or with flooring other than oak-prices on application. 
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Listed by Underwriters' Labor.-^tomes 




No- 600 
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No. 605 - 



Kliegl Borderlights for stage lighting are available in practically any form desired and 
are built to accommodate lamps that range from 60 watts to 1000 watts. They are 
made of galvani2;ed sheet'iron; strong and rigid; well ventilated; properly designed for 
light distribution and maximum efficiency; comply with Underwriters' requirements 
and are completely wired in accord with their ruling of "not more than 13,20 watts to 
a 2'wire circuit;'"' furnished in any length specified. ■ . 

No, 600 

Kliegl Borderlight No. 600, fitted with a single row of 
medium-screw'base receptacles; accommodates 6o'watt to 
lOO'watt Mazda lamps> spaced 3 to 4 inches between centers, 
depending upon size of lamps to be used, completely wired 
— usually for independent control of white, red and blue 
lights; reflecting surfaces painted a permanent white; pre 
vided with splice-box for making feeder-cable connections; 
furnished with chains and i}4" pip^ batten for hanging; 
occupies space g}4 inches wide when in position. 

No. 605 

Kliegl Borderlight No. 605, fitted with a single row of 
medium-screw-base receptacles; accommodates 60-watt to 
lOO-watt Mazda lamps, spaced 3 to 4 inches between centers, 
depending upon size of lamps to be used; completely wired 
^usually for independent control of white, red, and blue 
lights; reflecting surfaces painted a permanent white; splice 
box provided for making feeder-cable connections; fur- 
nished with 1)4" pipe batten for hanging; occupies space 
5^ inches wide when in position. 

No. 611 

Kliegl Borderhght No. 611, fitted with two parallel rows of 
medium-screw-base receptacles, adjacent receptacles spaced 
4 inches between centers; accommodates 6o'watt and 
loo-watt Mazda lamps; completely wired^usually for one 
row of white lights and the other row for red and blue 
lights; reflecting surfaces painted a permanent white; 
splice-box provided for making feeder-cable connections; 
furnished with chains and i]4" pipe batten for hanging; 
occupies space 15 inches wide when in position. 

No. 612 

Kliegl Borderlight No. 612, fitted with a single row of 
medium'screw'base receptacles, spaced 6 inches between 
centers, partitioned off in separate compartments, with 
slide grooves for metal color frames for gelatine mediums; 
accommodates loo-watt and 150-watt P. S.-25, and 200-watt 
P. S.-30 Mazda lamps; completely wired— usually for inde- 
pendent control of white, red, and blue lights; reflecting 
surfaces painted a permanent white; splice-box for making 
cable connections; furnished with chains and i^" pip^ 
batten, and color frames for red and blue compartments; 
occupies space 10 inches wide when in position. Also made 
in larger sizes, with mogul-screw-base receptacles, No. 613 
for 500-wattand No. 614 for looo'watt lamps; occupy space 
No. 612 10 inches and 12 inches wide, respectively, when in position. 




No. 611 
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No. 616 




No. 617 



No. 616 

Kliegl Borderlight No. 6i6. fitted with a single row ot 
medium-screwbase receptacles, spaced 5 inches between 
centers; accommodates lOC and 150'watt P. 8.-25 Masda 
lamps; each receptacle equipped with an aluminum reflector 
and spring-catch holder for detachable color-globes; com- 
pletely wired — usually for independent control of white, 
red, and blue lights; reflecting surfaces painted permanent 
white; splice-box for making feeder-cable connections; fur- 
nished with chains and i}^" pipe batten; occupies space 8 
inches wide when in position. Color globes permanently 
colored blown glass; uniform in color; unaffected by heat of 
lamps; standardized; interchangeable; furnished in amber, 
red, blue, and green. 

No. 617 

Kliegl Borderlight No. 617, fitted with a single row of 
medium-screw-base receptacles, spaced 12 inches between 
centers, with round-face all-metal silvered reflectors; accom- 
modates 150-watt P. S.-25 and 200-watt P. S.-jo Mazda 
lamps; slide grooves for metal color frames for gelatine 
mediums; completely wired — usually for independent con- 
trol of white, red, and blue lights; splice-box for making feeder- 
cable connections; furnished with chains and i>^" pipe 
batten, and with color frames for red and blue compartments; 
occupies space 12 inches wide when in position. 




No. 618 




No. 606 




No. 618 

Kliegl Borderlight No. 618, fitted with a single row of 
medium-screw-base receptacles, spaced 9 inches between 
centers, with square-face all-metal silvered reflectors; ac- 
commodates 100- and T^o-watt P. S.-25 and 200-watt P. S.-30 
Mazda lamps; slide grooves for metal color frames for gelatine 
mediums; completely wired — usually for independent con- 
trol of white, red, and blue lights; splice-box for making 
feeder-cable connections; furnished with chains and 1^4" 
pipe batten, and with color frames for red and blue compart- 
ments; occupies space 11 inches wide when in position. 
Also made in larger size, No. 6 1 9, for 500- and 500'watt lamps, 
occupies space 12 inches wide when in position. 

No. 606 

Kliegl Cyclorama Borderlight No. 606, illuminates back 
drops from shortest possible distance — may be set in flush 
with stage floor, or on the floor, within three feet of the drop; 
accommodates 500-watt P. S.-40 Mazda lamps, spaced 10 
inches between centers, each receptacle fitted with concave 
mirrored-glass reflector which directs light to center of drop; 
diffusing glass screen equalizes light distribution; completely 
wired — usually for three<olor control; provided with color 
frames for gelatine mediums for red and blue compartments; 
splice-box for making feeder-cable connections; occupies 
space 15 inches wide when in position. 

Fig. 1 

Khegl Spotlight Border, obtained by grouping Kliegl Spot- 
ights in a manner that meets individual requirements; spot- 
lights suitable for this purpose, illustrated on page 41. 
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No. 608 

Kliegl Portable Borderlight No. 608 accommodates 60'watt 
and 75-watt Mazda lamps; completely wired — for one or three 
colors; lamps spaced 9 mches between centers; reflecting sur- 
faces painted a permanent white; external surfaces finished in 
black enamel; pin connector provided for making feeder con- 
nections; furnished with 1" pipe batten for hanging; occupies 
space 5J/2 inches wide when in position. 




No. 617A 



No. 617A 

Kliegl Portable Borderlight No. 617A, in 9-foot sections fitted 
with nme medium-screw-base receptacles, and rourid-/act all- 
metal silvered reflectors ; accommodates 1 00- to 1 50-wa 1 1 
P. S.-25, and 200-watt P. S.-30 Ma^da lamps; completely 
wired, three 2-wire circuits, three lamps to each circuit, 12 
inches of cable from each circuit— extending on right or left 
side as desired; provided with slide grooves for metal color 
frames for gelatine mediums; furnished with chains and 1J4 
pipe batten, and color frames for red and bluo compartments; 
occupies space 12 inches wide when in position. 




No. 618A 



No. 618A 

Khegl Portable Border Light No. 61S-A, in g-foot sections. 
fitted with twelve medium-screw-base receptacles, and sqnare\ 
face all'metal silvered reflectors; accommodates 100- to 150 
watt P. S.-2^ and 200-watt P. S.-30 Ma;da lamps; conipletely 
wired, three 2'Wire circuits, four lamps to each circuit, 12 
inches of cable from each circuit— extending on right or left 
side as desired; slide grooves for metal color frames for gelatine 
mediums; furnished with chains and 1/4" pipe batten, and 
color frames for red and blue compartments; occupies space 
II inches wide when in position. 



Kliegl Borher Lights 



No. 



600 
605 
611 
612 
613 
614 
616 
617 
618 
619 

606 

608 
617A 

618A 



Description 



Standard Types 

Borderlight, with chains and pipe batten 
Borderlight, with chains and pipe batten 
Borderlight, with chains and pipe batten 

Borderlight, for 300-watt, with chains, pipe batten, color frames 
Borderlight, for foo-watt, with chains, pipe batten, color frames 
Borderlight, for loocwatt. with chains, pipe batten, color frames 
Borderlight, with detachable color globes, chains and pipe batten 
Borderhght, with chains, pipe batten and color frames 
Borderlight, with chains, pipe batten and color frames 
Borderlight, with chains, pipe batten and color trames 

Cyclorama Borderlight, with diffusing glass and color frames 

Portable Types 

Portable Borderlight. with pipe batten 

Portable Borderlight. with pipe batten, chains and color frames 

Portable Borderlight, with pipe batten, chains and color frames 



Price 



* 
* 
* 

* 

* 
« 



Weight Per Ft. 



$90.00 
120.00 



6K lbs. 

6 lbs. 

o ' 4 lbs. 

Q lbs. 

II lbs. 

II lbs. 

8 lbs. 

1 1 lbs. 

8 lbs. 

8>^ lbs. 

10 lbs. 

^Ibs. 

11 lbs. 
8 lbs. 



Code Word 



Rabmdg 

RdhoU 

Raccdtto 

Rdccendo 

Raccoha 

RaccouTS 

Racheamt 

Rdcheia 

Rachgifr 

RdchiUa 

Rabsaces 

Raca\l\e 

Rachner 

Rdchidt 



NoU: Border Lights can be furnished with lamps spaced wider apart than specified in description, or with a greater number of circuits 
for more colors, or other changes that may be necessitated by particular requirements. When ordenng borderhghts give length of bor- 
derhght (usually about two feet longer than proscenium opening); mention the number of colors desired, number of lamps for each 
color, and size of lamps that are to be used; also state whether spUce-box for making feeder connections is to be on right or left end 
viewed from a position on the stage facing the audience. 

Blue prints for architects and engineers, showing construction details and dimensions of Kliegl Borderlights, available on request. 
* Price quotations for borderlights furnished on application. 
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No. 601 No. 591 



No. 594 



No. 593 



No. 596 



Fig. 2 



PROSCENIUM LIGHTS 

Kliegl Proscenium Lights, made in several designs to meet different stage lighting re- 
quirements, are of substantial galvanised sheet^iron construction; well ventilated; com- 
pact; durable; provided v^^ith strap hinges for mounting on proscenium wall (permitting 
angular variation in direction of light); properly designed for Hght distribution and 
maximum efficiency; comply with Underwriters^ requirements; and are furnished com- 
pletely wired, ready for erection, in standard lengths, or any special length desired. 



No. 601 

Kliegl Proscenium Light No. 601, fitted with a single 
row of medium-screw-base receptacles, spaced 
4'inches between centers; lamps held in a horizontal 
position; accommodates forty-eight 6o'watt Mazda 
lamps in a i6'foot length; completely wired, usually 
with three a-wire circuits for independent control 
of white, red, and blue lights; splice -box provided 
for making feeder connections; reflecting surfaces 
painted a permanent white; furnished with strap 
hinges for mounting. 

No. 591 

Kliegl Proscenium Light No. 591, fitted with medium- 
screw-base receptacles, spaced S-mches between 
centers; lamps held in suspended position; accommo- 
dates twenty-two 60-watt Mazda lamps in a 15-foot 
length; completely wired, usually with one 2-wire 
circuit for white lights; reflecting surfaces pamted a 
permanent white; splice-box provided, at lower end, 
for making feeder connections; furnished with strap 
hinges for mounting; also made m 12-foot length, No. 
592, accommodating fifteen loo-watt Mazda lamps. 



No. 594 

Kliegl Proscenium Light No. 594, fitted with medium' 
screw-base receptacles; lamps held in suspended posi' 
tion; accommodates eighteen 200-watt Mazda lamps 
in i6'foot length; provided with grooves for metal 
color frames for gelatine mediums; completely wired, 
usually with three 2-wire circuits for independent 
control of white, red, and blue lights; reflecting sur- 
faces painted a permanent white; furnished with 
strap hinges for mounting, and with color frames for 
red arid blue compartments; also made in 16-foot 
length, No, 595, for fifteen 500-watt Masda lamps. 

No. 593 

Kliegl Proscenium Light No. ^93, fitted with a row 
ot medium-screw'base receptacles, spaced 5'inches 
between centers; each receptacle provided with an 
aluminum reflector and a spring-catch holder for 
detachable color globes; accommodates thirty-nine 
100-watt Mazda lamps in a 16-foot length; com- 
pletely wired, usually with three 2-wire circuits for 
independent control of white, red, and blue lights- 
rejecting surfaces painted a permanent white; splice- 
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box provided for making feeder connections; fur- 
nished with strap hinges for mounting, and with red 
and blue color globes. 

No. 596 

Kliegl Proscenium Light No. 596, fitted with medium- 
screw'base receptacles, spaced 11 -inches between 
centers; lamps in suspended position, each receptacle 
is provided with squarc'face all-metal silvered 
reflector and grooves in front for metal color frames 
for gelatine color mediums; accommodates seventeen 



■200-watt Mazda lamps in a 16-foot length; splice- 
box provided for making feeder connections; fur- 
nished with strap hinges for mounting, and with 
color frames for red and blue compartments. 

Fig. 2 

Kliegl Tormentor Spotlights, arranged by grouping 
and mounting as desired on pedestal pipe support a 
number of Kliegl Spotlights. Spotlights suited for 
this purpose are illustrated and described in detail 
on page 41. 







Kliegl Proscenium Lights 










No. 


Description 




Length 


Lamps 


CmcuiTs 


Price 


Code 
Word 


591 


Proscenium Li^jht 




i^'ft. 


22 60-watt 


I 2 'Wire 


$3VOO 


Opalin 


592 


Proscenium Light 




ii'ft. 


15 loo'watt 


I 2 'Wire 


26.00 


Ophcd 


593 


Proscenium Light; 13 redand 13 blue color globes 


i6'ft. 


J9 loo'watt 


J 2''Wirc 


112.00 


Opccnt 


594 


Proscenium Light; 12 color frames 




i6'ft. 


18 200'watt 


y 2 'Wire 


4Y'00 


Opcfce 


595 


Proscenium Light; 10 color frames 




i6'ft. 


15 500'watt 


3 2'Wire 


78.00 


OpCTdflt 


596 


Proscenium Light; silvered reflectors; 


12 color frames 


16-ft. 


17 200'watt 


i 2'Wire 


170.00 


Opcnila 


601 


Proscenium Light 




i6'ft. 


48 fiO'Watt 


i 2'Wire 


38.00 


Raholao 



COVE LIGHT-STRIPS 

Kliegl Cove Light-strips are used for concealed indirect lighting in theatre auditoriums, 
lobbies, hallways, ball rooms, foyers, churches, lodge rooms, and similar places where the 
light source is hidden from view. They are metal strips fitted with medium'screw-base 
receptacles, completely wired, furnished in any length or curvature specified; made for 
both natural and color lighting effects; designed to be installed in coves, back of panels, 
around rotundas, under marquees, on cornice tops, and elsewhere. 

No. 734 

Kliegl Cove Light-strip No. 734 is ordinarily wired for three colors — white, red, and blue; accommodates 
6o'watt Mazda lamps, usually spaced 4 inches between centers; wiring completely enclosed; frame, 3x2 
inches, is made of heavygauge galvanised sheet-iron; sets in cove space 8x8 or 8x6 inches, depending on 

the size of dome. 

No. 735 

Kliegl Cove Light-strip No. 73^" is lined with corrugated mirrored-glass 
reflectors; used where bright, indirect lighting is desired; accommodates 
6o'watt Mazda lamps, usually spaced 12 inches between centers; wiring 
completely enclosed; frame is heavy-gauge galvanized sheet-iron; occupies 
space approximately ^J/^xt,^'^ inches. 

No. 736 

Kliegl Cove Light-strip No. 73,6 fits into space 3^x4 inches; is designed 
especially for use where but little room is available; 40-watt tubular 
lamps are used and usually spaced 12 inches between centers; reflecting 
surface is half-round and painted a permanent white; wiring completely 
enclosed; frame is heavy-gauge galvanized sheet-iron. 




No. 735 







Kliegl Cove-Ltght Streps 






No. 


De5C^I?T\OH 


Price 


Code Word 


734 
735 
736 


Cove Light'Strip, wired for one to three colors 
Cove Light-strip, wired for one color 
Cove Light-strip, wired for one color 


* 
* 


Tepore 

Tcrcol 

Terncra 



No. 736 



*Pnces on application; specify length of Strip — straight or curved — and number of 
lights per foot required. 
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No. 695C 



No. 690 




No. 6900 





No. 693 




No. 726 





No- 725 



N'o, 688 




SECTIONAL. 
View 



No. 697 




No. 695B 




^ No. 695 ^ 



4 fc-* »«. 




No. 69 7W 



EXIT SIGNS 

KiiEGL Exit Signs are made in a vanety of standard styles, and manufactured to specifica^ 
tions when required. They meet all safety requirements of Underwriters and locaffi" 
departments. Metal construction is used throughout. They are beautifullv finTshed 
and their design perfected in every detail. uni^nea, 

Surface Wall Types are ordinarily mounted on the <=urface of thp xi-.H ,K^., .u 
decoratively designed fronts as shown in listing. P'^'"' ^ '"'^ ^> P^ °^ ^'^t ^ign is made with plain and 

holder for mounting on wall over a single lamp receptacle ^ '^ "^""^ ^ 'P«'='^' sprag-catch globe 

SlS^\n^;o^iS^Su7£LX^if " ^^-' -^^ ^ -^ --led background and 
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No. 



KLIEGL EXIT SIGNS 

Description 



679 



680 



685 
686 
687 
690 

691 
692 
689 



Surface Wall Types 
Single face, rectangular; sheet brass box and face plate; dull'brass 
finish; letters cut out, backed with red translucent insert 

Single face, rectangular; sheet metal box finished in gold with 
grooved front, open on one side to receive ruby^glass face-plate; 
white letters 

Same construction as 680 

Same construction as 680 
Same construction as 680 
Same construction as 680 



Same construction as 6S0 

Same construction as 680 

Single face, rectangular; sheet metal box finished in gold with 
grooved front, open on one side to receive opal-glass face-plate; 
t red letters 

6800 Double faced, rectangular; sheet metal box finished in gold with 
ruby-glass face-plate on two sides; white letters; grooved sides 
open on ends for removal of glass and permit access to lamps 

6850 Same construction as 6800 

6860 Same construction as 6800 

6900 Same construction as 6800 

6910 Same construction as 6800 

6920 Same construction as 6800 ^ 

688 Double faced, triangular; sheet metal box finished in gold with 
two ruby-glass face-plates, white letters; front end piece de' 
tachable, permits removal of glass plates and access to lamp. 
Small opening on the bottom, covered with frosted glass, di- 
rects a subdued light to the floor. 

Flush Wall Types 
694 Ruby-glass faceplate; white letters; galvanized sheetTnetal box; 
removable hinged front; exposed metal parts finished in gold 



695 



Same construction as 694 



694A, White-opal-glass face-plate; red letters; galvanized sheet-metal 
box; removable hinged front; exposed metal parts finished in 
gold 

695A Same construction as 694A ' . 



694B Cathedral leaded-amber-and-opal-glass face with raby-glass let- 
ters; galvanized sheet-metal bos; removable hinged front; ex- 
posed metal parts finished in gold 

695B Same construction as 694B 



Wording 



Size of Surface H'g't j 

Plate and of Price 

Depth of Box LeT' 

Inches ter3 



Exit 



Exit 
• Exit 
Exit 
Exit 
Exit 

/Exit with 
\ number 

/Exit with 
\ number 



* 



I' 



10 X 5 X 5 3 

ii>^ X 6K X 5, 5 

14 X 8 X 5 6" 

12 X 10 X 5 8" 

1^)4 X 10 X 5 e 



3-50 
4-00 

4.50 

4.50 

4-75 



Exit 
Exit 
Exit 

Exit 

("Exit with 
\ number 

Exit with 
number 



Exit 



{ 



Exit 

Exit with 
number 



Exit 

Exit with 
number 



{ 



Exit 

Exit with 
number 



694C AU-metal face; letters cut out; backed by perforated translucent 
metal shield; wording appears illuminated in red; galvanised 
I sheet-metal box; removable hinged front; exposed metal parts 
finished in gold 

I 
695C Same construction as 694C 

694D Sheet-metal Face-plate; letters cut out, backed with ruby-glass 
plate insert; galvanized sheet-metal box; removable hinged 
front; exposed metal parts finished in gold 

695D Same construction as 694D 

697 ■ Ruby-glass face-plate; fancy white letters; galvanized sheet- 

metal box; removable cast-bronze frame, with swinging door; 
I dull-bronze finish 

698 I Same construction as 697 



Exit 

(Exit with 
\ number 



{ 



Exit 

Exit with 
number 



Exit 
Exit 



10 X 5 X 7 

ii>-^ X 6H X 5 
14 X 8 X 5 
15^ x io>ix5 



'/ 



If 



5 
6" 

8" 



7.00 

8.00 
9.00 
9-50 



I 10 X 8 X 6 



ir 



16 X II X ^ 

Z4}i X II X 5 



8" 



7.00 



16 K II X 5 



24X X tl X 5 



f5t* 



Code 
Word 



14^ X 4H X ^H S" $8.50 Tahaidtr 



Tabby 
Tablet 
TahU 



ten 



Tabloza 
Tabor 



i-^yi X 10 X 5 8" 7.00 Tacqnes 

I I I 

24K X loX X ^ 8" 8. 50 Tadcga 



Fire Escape ijKx loK ^ 5 l" ' 7-oo Taboleta 



Tabcrd 
TaUxch 
TahhWm 
Tahua\ 



i^^i X iQ^i X 5 8" 14.00 Tacson 



24X X loK" X 5' 8" 17.00 ' Tadorne 



9.00 Taboin 



r 



amc 



8* 11.00 Tang 



8 " 9 . 00 Tamica 

I 

8" 12.00 Tangaru 



16 X II X 5: 8" 13.50 Tamisage 
14X X II X 5 8" 14,50 Tangents 



16 X II X 5 

24^4 X II X 5 



I 

8" ij-oo Tamkins 
8" 14. 50 Tanipo 



16 X II X 5 

%a}4 X II X 5 



S" i 13,00 Tamojdl 
8" 14.50 Tan}(it€ 



15^x9 X y 

18 X I2}4 X ^ 



14.00 Tapigo 



8" 20.00 Tard 



oz 
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No. 



KLIEGL EXIT SIGNS— Con fin «ca 
Description 



697W 



698W 
693 

6930 



725 

726 
727 
728 
729 



718 
719 



Rubyglass face-plate with metal guard; fancy white letters; gal- 
vanized sheet'EDCtal box; removable cast'bronze frame with 
swinging door; dull-bronze finish (for gymnasiums, basket-ball 
and hand-ball courts, etc., where glass face, if unprotected, is 
likely to be broken) 

Same construction as 697W 

Suspension Types 

Single face; clear glass; white letters; illuminated through edge 
of glass; lamp concealed in metal supporting member; all ex- 
posed metal parts finished in gold 

Double faced, clear glass, white letters, illuminated through edge 
of glass; lamp concealed in metal supporting member; all ex- 
posed metal parts finished in gold 

Globe Types 
Round globe, 4" in diameter, red-glass; with spring-clamp globe 
holder for mounting on wall over a receptacle containing a 
40-watt Mazda lamp; white lettering 

Round globe, 6" in diameter, red-colored glass with opening on 
top for attaching to jj^" shade holder; white lettering 

Round globe, 6" in diameter, red-colored glass with opening on 
bottom for attaching to jX" shade holder; white lettering 

Flat-round opal-glass globe 8" in diameter, with opening on top 
for attaching to 3X" shade holder; red letters 

Flat-round opal-glass globe 8" in diameter, with opening on 
bottom for attaching to ■},}i" shade holder; red letters 

Plate Types 

Flat steel plate; red enameled background; white letters 

Same construction as 718 



Wording 



Exit 

Exit 



Exit 



Exit 



Exit 
Exit 
Exit 

Exit 

Exit 

Exit 
Exit 



Size of Surface 

Plate and 
Depth of Box 
Inches 



15^ X 9 X 5 
18 X I2>^ X 5 



16 X 8 



16 X 8 



14 X 10 

9x5 



Hg't 

OF 

Let- 
ters 



w 



4 
8" 



6" 



6*' 



If 






w 



r/ 



8" 



4 



V 



PRECE 



17.00 
23.00 



20.00 



JO. 00 



4 

4 
6 



50 

50 
50 

50 

75 
50 



»♦ 



Code 

NVORD 



Tapulho 
Tarifar 



Tae/elig 



Taenite 



Teinte 

Tel pas 

Teluro 

Teneis 

Tcnido 

Tecmon 
Tcctona 



Where local requirements demand green-colored glass, or other colors, the listed exit signs can be furnished to meet the requirements 
Prices on application. Exit signs with specially designed lettering can be furnished, prices on application. 

AISLE^LIGHTS and STEP-LIGHTS 

Kliegl Aisle-lights and Step-lights enable patrons to find their way about in darkened 
auditoriums and seat themselves without the discomforts and dangers of groping in the 
dark. They cast a subdued Hght downward on steps and in aisle ways — a light that does 
not annoy the audience nor interfere in any way with the performance. 

No. 675 




r 



Kliegl Aisle Spot-light No. 675 is designed 
for mounting on side of end-seats adjoin' 
ing aisle ways or on side walls; equipped 
with lens which controls and properly 
distributes all the light downward; made 
of cast aluminum with removable casing; 
No. 675 ^,inch conduit connection can be made at 
the bottom or rear; accommodates lo-watt Mazda 
lamp; is neat and compact, and furnished complete 
with receptacle and lens; size 6"x3"x2f^" deep. 

No. 676 

Kliegl Aisledight No. 676 is a ver' 
tical type for flush wall mounting; 
generally used for illuminating 
side aisles; consists of a medium- 
screw-base receptacle mounted 
in a heavy-gauge galvanized sheet- 
iron box, size yH''MH"x^H" 
deep, with }4'inch knockouts in 
sides, rear, and bottom; provided 
with a removable cast'aluminum 
No. 676 front, S}^"x4j4'\ of Louver con^ 





KLIEGL BROS, 
N.Y. 



struction, so designed that all the light is directed to 
the floor; accommodates 40-watt Mazda lamp. 

No. 677 

Kliegl Step-light No. 677 is 
a horizontal type designed 
especially for stairways; is 
ordinarily set in the step 
flush with the riser; re- 
movable front is cast- 
substantially made to with' 
stand the kicks and knocks of moving feet; Louver 
openings direct all light to the floor; medium'screw 
base receptacle, housed in heavy-gauge galvanized 
sheet-iron box, ^H"y^ 4H"-^'hU" deep; >^-inch 
knockouts in sides, rear and bottom; accommodates 
40-watt Mazda lamp. 

Kliegl Aisle-Lights and Step-Lights 



No. 677 

aluminum, 8>^"x4^ 



No. I 



675 
676 
677 



Description 



Aisle Spot-Light 

Aislc'Light 

Step'Light 



Weight 




Code Word 



Raptus 
Raqud 
Raresco 
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MEZZANINE 
FLOOR 






No. 730 




No. 732 





No. 717 



No. 740 



OFFICE 



llNrDRMAriON 



No. 693 




No. 720 



ILLUMINATED 



IGN 



Kliegl Illuminated Signs are usually built to meet individual requirements, but several 
popular standard designs are illustrated above. Illuminated signs of practically every 
description, and outdoor advertising signs with spectacular and special lighting effects, 
can be made to specifications. Special signs for lodge rooms, and for degree work of fra- 
ternal societies — illuminated emblems, mottoes, et cetera^made to order. Price quota- 
tions submitted upon receipt of complete information describing the particular type and 
characteristics of the sign desired. 

No. 740 

Kliegl Pedestal'type Clear Glass Illuminated Sign; 
illuminated through the edge of the glass from a con' 
cealed source in the supporting member; mounted on 
a beautifully designed pedestal; finished m gold; 
lettering as specified; single and double faced; prices 
on application. ^ . 

No. 732 

Kliegl Waving American Flag; produced by suitably 
colored flashing lights; made of galvanized sheet-iron 
and steel; surface appropriately painted red, white, 
and blue; weatherproof; completely wired to cut- 
out box on sign; furnished with motopdriven com' 
mutating switch, together with 4-candle- power 
lamps; red and white lamps are used in the stripes, 
and a white lamp in each sUr; made single and double 
faced. Prices on application; specify size desired. 

No, 730 

KHegl double-faced weatherproof sign made of gal- 
vanised sheet-iron and steel, enclosing lamp recep- 
tacles, completely wired; letters cut out of the sheet 
metal and backed with white or colored glass. Dis- 
tinctly readable day or night. Prices on application. 



No. 693 

Kliegl Clear Glass Illuminated Sign for suspension 
mounting; illuminated through edge of glass with 
lamp concealed in supporting member; all exposed 
metal parts finished in gold; any lettering desired; can 
be furnished in all sizes, single and double face; prices 
on application. 

No. 717 

Kliegl Single-faced box sign; sheet metal; i4"x5'"x^"; 
letters 3 inches high; square corners, with black-glass 
front-plate; white letters; reading "Gents." All ex- 
posed metal parts finished in gold. Similar signs 
furnished with double face, and others with read- 
ing ''Ladies", "Information" or other wording that 
may be specified. 

Kliegl Box Signs 



No. 


Description 


Price 


Code Word 


716 


Single'face — ''Ladies" 


$10-00 


Tecdrid 


717 


Single-face — ''Gents" 


10 -00 


Teccola 


720 


Sing efface — "Information" 


12.00 


Tecuitlc 


714 


Double-face — "Ladies" 


20.00 


Teapoy 


715 


Double'face — "Gents" 


20-00 


Teatro 


721 


Double-facc^— "Information" 


24.00 


Tedioso 



^ 
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ACT ANNOUNCERS 

Kltegl Act Announcers for vaudeville and motion picture theatres are usually set in 
proscenium arch, controlled by a keyboard back stage, and illuminated so that names of 
performers or act announced can be distinctly read from all parts of the house. 

Monogrann Type 

Kliegl Monogram Type Act Announcer is a sheet-metal box, 22 inches 
highj i8>2 inches wide and 5 inches deep, containing lamp receptacles so 
arranged, wired, and controlled that when illuminated they form letters 
of the alphabet, ''A" to "O" and "X,'' which appear like stars showing 
through a beautifully colored glass front. Receptacles are wired 
through a 2i'conductor cable to keyboard back stage. Two announcers 
can be controlled from one keyboard. Front of act announcer, 25"x2i ", 

IS attractively decorated with metal trim and finished in 
gold; hinged front permits access to lamps and receptacles* 

Kliegl "Monogram Type" Act Announcers 




No, 



700 



Description' 



One Monogram Type Act An- 
nouncer with lamps and one 
keyboard 



Price 



No, 700 



702 Two Monogram Type Act An' 
nouncers with lamps and one 
keyboard 



$118.00 



Weight 



180.00 



76 lbs. 



Code Word 



Tata bu la 



94 lbs. 



Taufonia 




Cable not included in list price. 

Compartment Type 

Kliegl Compartment Type Act Announcer has ten compartments; is made of 
ga vanized sheet-iron with ornamental metal trim and attractively finished m 
gold; sue 5 feet high, 24 mches wide, and 5 inches deep; each compartment 
individually controlled from the keyboard, has two medium -screw-base 
receptacles completely wired to a splice box in the base where connections are 
made through an ii-conductor cable to keyboard back stage Two act 
announcers may be operated from the one keyboard. Each compartment has 
grooves for an opahglass slide and a clear-glass sUde. Lettered announcement 

IT rf ^""^.w ""^ P^'^^^ °^ ^^^ clear-glass slide and placed back of the 
opal-glass slide Wording is invisible to the audience except when the com! 
partment is lighted. 

_^ Kliegl "Comt-artment Type" Act Announcers 



No. 



705 

706 

707 
708 
709 
710 



Description 



One Compartment Type Act Announcer (with 
10 compartments); with one keyboard and 10 
clear and 10 opal glass slides 

Two Compartment Type Act Announcers 
(each with 10 compartments); with one key 
board and 20 clear and 20 opal glass sHdes 

Opal Glass Slides for Act Announcers, 23><"x 
<)K"'^H"— each 

Clear Glass^ Slides for Act Announcers, ij^^x 

Amber-Opal Glass Slides for Act Announcers, 
ilH' ^^^H^H"- ^ each 

Black paper letters; 4" high; gummed; box of 
500, assorted 



Price 



$67.00 

122.00 

.90 

.40 

1.50 

12.00 



Weight 



61 lbs. 



112 



lbs. 



Code Word 

Tauruh 

Tauxiar 

Tavao 

Tavoua 

Taxador 

Taxillos 



No. 705 



Cable not included in list price. 

tha?2TlT"bl f'"'''.^;' ^™?"^ "^^^ '' ^"' °^°^^ compartments, or wider 
than 24 , can be furnished on special order. Pnces on appUcation. 



V 
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AUTOMOBILE-and'CARRIAGE CALL 

Kliegl Automobile'And'Carriage Calls are a rapid, quiet and effective means of 
calling vehicles to doorways of theatres, hotels, department stores, and other public 
buildings. They obviate confusion and shouting; require no perforated key-cards or 
other contrivances; are visible day and night; can be distinctly read from a distance of 
several blocks; and are unaffected by weather conditions. 



a »j • •< 



••• 



a 9 9^9 



^ • •>• • • •.• 



Call is constructed entirely of metal; consists of 
three units placed side by side in a frame, each unit 
having receptacles completely wired for lamps 
which outline numerals. Three units with 
numeral range from o to 9 are used for Call with 
range from o 
to 999; a nar- 







.v.:/'. 



.-,101 •■o 



No. 783 



row unit 
with the 
numeral 1, 
and t w^ o 
standard 
units are used 
for Call with 
range from o to 199; Calls are made single and 
double faced. Units, like those used in the as- 
sembled call, but made of copper are furnished 
separate for assembling in frames constructed to 
harmonize with architectural designs. 
Call switch, used with auto-and'carriage call, 
is self-contained and is operated by sliding 
pointers to digits of the number to be called and 
closing a switch. It is encased in a weather- 
proof iron box, provided with door, lock and key. 

Kliegl Automobile-and'Carriage Calls 




Illustrating Kliegl Automobile and Car- 
riage Call assembled in a special frame, 
designed by the architect (Saks' Store, 
Fifth Ave., N. Y.) 



No. 


Description 


Call Range 


Price 


Code Word 


782 
783 


Single Face Auto-and-Camage Call, with Call Switch; Call 58"x29>^"x6"— i4olbs. 
Single Face Auto^and-'Carriage'Call, withCa Switch; Call 72"x2g>^"x6" — i8o lbs. 


to igg 

to 999 


$377-00 
450.00 


Regadid 
Regente 


784 
785 


Double FaceAuto-and'Carriage Call, with Call Switch; Call jS'^xigJ^^xii" — 280 bs. 
Double Face AutO'and-Carriage Call, with Call Switch; Cal 72"x29>^"xii" — 360 lbs. 


to 199 

to 999 


488.00 
600.00 


Rcgiao 
Reglage 


786 
787 


Three separate single face units — made of copper (for assembling in specially 
designed frames, for single faced Autcand-Carriage Call), with Call Switch 

Three separate single face units — made of copper (for assembhng in specially 
designed frames, for single faced Auto-and-Carriage Call), with Ca Switch 


to 199 

to 999 


400,00 
450.00 


Regna\t 
Regor 


788 
789 


Six separate single face units— made of copper (for assembling in specially designed 
framp.s, for double faced Auto-and-Carriage Call), with Ca Switch 

Six separate single face units — made of copper (for assembhng in specially designed 
frames, for double faced AutO'and 'Carriage Call), with Call Switch 


to 199 
to 999 


635.00 


Rcgral 
Regsdm 


790 


Cable for Automobile and Carriage Ca I; 34 conductor; per foot 




.50 


Reguante 


791 


Checks, printed with Ca 1 Numbers for Owners and Drivers; icx)0 checks 




6.00 


Rehaccr 



Dimensions listed are for Calls completely assembled in a frame ready for erection. Call-switch cabinets — far call o-ggg; box for sur^ 
face mounting is 22" high x 16" wide x S" deep; box for flush mounting is 21" high x 16" wide x 8" deep with surface plate 28" high x 
11" wide: approximate weight, 91 lbs.; — jor call o-rgg; box for surface mounting is 22" high x 10" wide x 8" deep; box for flush mount' 
ing is in" high x 10" wide x 8" deep with surface plate 28" high x 16" wide; approximate weight 80 lbs. 

Separate units with numeral "1" are 36"x5X"x5" deep; units with numeral range *o" to "9" are 26"xi9"x^" deep. When designing 
frame allow at least 2" spacing between units, and for double faced Calls a space inside between the two calls of at least 5", 

Call "0" to "999" requires a 34'conductor cable which can be installed in 1}^" conduit. 

Lamps and cable not included in the list price; 10 watt S. 14 bulb lamps are used (No. 783 — call from o to 999 takes 141 lamps). 
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DIMMERS 

Kliegl DiiviMERS range from small portable units used with spotlights and stage lamps to 
large dimmer banks for installation in theatres, schools, and public buildings. There is 
a Kliegl dimmer for every purpose. 

Portable Spotlight Dimmers 

Kliegl Portable Spotlight Dimmers are made especially for Hght 
control of the high candle power iio-volt incandescent lamps 
used with spotlights and other stage lamps. Resistance element 
is embedded in vitreous enamel insulation which thoroughly 
protects resistance element from all moisture, prevents oxida- 
tion, assures long life, and is constructed to withstand rough 
handling. Slider, with multiple spring contact, provides a 
smooth range of control from full^bright to black-out without 
flickering. These dimmers are light m weight, compact, and 
easily attached to pedestal stand — or can be mounted on a wall 
or other flat surface; sheet metal case protects the dimmer; wires 
are brought out through suitable holes in the base. 

Klugl Portable Spotlight Dimmers 




No. 1204 No. 1201 



FOR II'^'^'OLT CtRCUITS 



No. 



1201 
1202 
1203 
1204 
1205 



Total Watts 

SCO 

500 

750 
1000 
2000 



Dimensions 



Weight 



17;^" s 5X^x 5" 



17^2 



/r " T / " T / " 



9K lbs. 

93^ lbs. 

12 H lbs. 

I2K lbs. 

18 lbs. 



Price 



Code Word 



$15.50 
17.50 
23.25 
15.25 
45.00 



?lahahie 
J^acarat 




No. 1291 



Rectangular Plate Dimmers 

Kliegl Rectangular Plate Dimmers, most frequently used for theatrical 
lighting effects, may also be used for other purposes, such as to pro- 
long the life of lamps where they have to be kept burning for long 
periods of time but not necessarily at their full candle power; to control 
speed of motors; or to regulate current in practically any kind of an 
electrical device. 

Dimmer plates up to 27 50- watt capacity resemble 
in general appearance the dimmer No. 1217, illus' 
trated. Large capacity dimmer plates, used for 
controUing several incandescent spotlights and for 
similar heavy duty, resemble in general appearance 
the dimmer No. 1291, illustrated. 




Kliegl Rectangular Plate Dimmers consist of a shallow cast-iron 
framc'plate with the resistance element embedded in vitreous enamel No. 1217 

insulation which thoroughly protects the resistance unit from all moisture, prevents 
oxidation, and assures unlimited service. A sliding contact on a swinging arm makes 
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connection with stationary contacts connected to the resistance element at various 
points. The number of steps or gradations of light from full'bright to black-out depend 
upon the particular dimmer used. If a number of lamps are to be controlled in the 
same way at the same time, they may be connected to the same dimmer. If there are 
several groups of lamps, or lamps are connected to different circuits, or lamps must be 
operated independently at times — separate dimmer must be used for each group. The 
size required may be determined by reference to the table. 



KiiecL Rectangular Plate Dimmers 



No. 



Total Watts 



Size qs Plate 



Weight 



Number of 
Plates 



Price 



Code Word 



FOR 32-40 VOLT CIRCUITS 



1220 
1221 

1222 
1223 
1224 



JO 

10 

7-5 
5-9 



7"x7"xi" 

9"x9"x3" 
9"X9"X5" 



4 lbs. 
4 lbs. 
7 lbs. 
7 lbs. 
7 lbs. 



FOR I I5'V0LT CIRCUITS 



1210 


no 


5K"x 5y2" 




1211 


220 


5^"x 5>^'' 




1212 


440 


7" >= 7" 




1213 


660 


7" X 7" 


- 


1214 


830 


9"x 9" 




1215 


HOC 


9" X 9" 




1216 


1375 


ix" X 11" 




1217 


1650 


11" X 11" 




1218 


2200 


14" X 14" 


1 


1219 


2750 


14" X 14" 




1289 


3000 


< ^ K 


50 lbs. 


1290 


4000 


15" X 24" 


50 lbs. 


1291 


5000 


if X 24" 


50 lbs. 


1292 


6000 


15" X 24' 


100 lbs. 


1293 


8000 


ly" X 24 


IOC lbs. 


I29i 


lOOOO 


15" X 24" 


100 bs. 




l^arcajto 
l^arrons 



J^adivo 
J^aenid 

Tiafego 

T^agilUn 
l<lagonz 
T^agtest 
J^aimar 

Hd\QO 

N}dulor 



Dimmer plates, No. 1289 to No, 1294, can also be furnished interlocking with master control handle— add $15.00 per plate to list price, 
which includes cost of ipaster control handle, one for every six plates. 

Round Plate Dimmers 

Kliegl Round Plate Dimmers are used in theatres, churches, 
town halls, lodge roomSj motion picture houses, and wher- 
ever Hght control is required. They are rated for con- 
tinuous duty, and dimmers range in si^e and capacity from 
a small dimmer plate that controls as low as 6o-watts (a 
lamps) to large dimmer plates that control as high as 6000 
watts* 

Strong compact construction, with the resistance element 
thoroughly protected against atmospheric moisture and 
oxidation by being embedded in a vitreous enamel sub- 
No. 1234 No, 1241 No. 1234 stance, perfect contact procured by a sliding spring con- 
tact, assures long life of service. The design is such that good heat distribution and 
ventilation is obtained, thus providing dimmers that for their capacity require less 
space than any other form of construction. 
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N^ 
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>Z3 »J»!? 
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12« 
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With every group of six or more interlocking dimmer plates a master control handle 
IS furnished. The handle on every dimmer plate is provided with two color discs, one 
in front and the. other on top of the handle, so that, irrespective of the position of 
the handle, they indicate at a glance what color^circuit the dimmer controls. Dimming 
indicator scale can be mounted on dimmer handle if desired. When remote control is 
required, single or multiple unit dimmers can be assembled with a motor drive, as 
shown in Fig. 5. 

KuEGL Round Plate, Interlocking, Dimmers! 
For I'WiRE, H5--VoLT Circuits* 



No. 



Total Watts 



1265 
1266 
1267 
1268 
1269 
1269 A 

1270 
1271 

1272 
1273 
1274 
1275 

1276 
1277 
1278 
1279 



Size and 

Number op 

Plates 



Weight 



Price 



7^0 


I- 17" 


1200 


1-17" 


1500 


I- 17" 


2400 


1-17" 


2700 


1-17" 


3000 


I-I7" 


3300 


:.-i7" 


3600 


a-17" 


4200 


2-17" 


4800 


2-17" 


5400 


a-i?" 


6000 


2-17" 


6600 


3- 17" 


7200 


3^17" 


8100 


3-17" 


9000 


3-17" 



1280 


9600 


4-17" 


1281 


10200 


4-17" 


1282 


10800 


4-17" 


1283 


12000 


4-17" 



40 lbs. 
40 lbs. 
40 lbs. 
40 lbs, 
40 lbs. 
40 lbs. 

80 lbs. 
80 lbs. 
80 lbs. 
80 !bs. 
80 lbs, 
80 lbs. 

120 lbs. 
120 lbs. 
120 lbs. 
120 lbs. 

160 lbs. 
160 lbs. 
160 lbs. 
160 lbs. 



$55.00 
5J.OO 

5 5- '00 
5T-00 
n-oo 
55-.00 

99.00 

99.00 
99.00 
99.00 
99.00 
99.00 

T43.00 
143.00 
143.00 
145-00 

187.00 
187.00 
187.00 
187.00 



Code Word 



J^estchcn 

H^thord 

Hetelig 

J^etleuvers 

H^toide 

H€tsto\ 

T^eturi 

}>letoUcs 

l^OATOidc 

Meusaap 
T^eutos 

J^evcda 
A[eueros 
l^evistx 
A[euoso 



fMounting as shown in Fig. A, page 27. 



'Price and details for 3'wire dimmers upon request, 





Fig, 4, Group of Interlocking Dimmers mounted on the rear 
of a panel or switchboard. (Diagram, Fig, C, Page 27.) 



Fig. 5, Interlocking Dimmers with motor drive 

for remote control 
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DIMMER BANKS 



\\'h£RE a large number of circuits are to be 
controlled, as in theatre lighting, Kliegl 
interlocking dimmers are assembled in banks 
^ith master control handle for groups of 
dimmers, and a errand master that controls 
the entire bank. They can also be pro^ 
vided T^'ith a master control wheel for sIow' 
motion dimmer^control and slow-motion 
cross-interlocking control In even.' C2se. 
the control is smooth, even, and eas%% and 
indu*idual dimmer plate or dimmer banks, 
when used at their rated volts and ^^-atta^e, 
will dim their :oad from full-bright to com- 
pletely out "^"ithout flickering. Smooth 
unflickering gradations ot lamp brilliancy 
are procured through one-hundred-and-ten 
steps of control on each plate. 




Fig 6. InterlockiDg E>immer 
Bank ^rh \4aster C:i:r;l 
; :hree SIo-k- Mockc Co&- 




t. I i : > 



Fig.7. Intedocting Diinmer Bank vitfa Siov-Motiac CRKft- 
ir-^'.-c'dng Control UT»ed and dead-face SwitcUxard 



When ordering dimmer banks the fc 
information is required: 

I Voltage of the circuit. 

z Whether dimmer is i' or 5-wire t>'pc. 

; Capacir;.' in warts ot each dimmer phte. 

4 Number and type of lamps to b 
dxmner plate. 

5 Sketdi showiag desired arraiigeinent of dim- 
roer plates. 

6 Complete mfonnation regaidfiig space limita- 
tions. 

7 Number of colors to be controlled on the stage 
and the number of coIots to be coatroUed in 
the auditorium. 

If interlocking levers are specified, state 
whether more than one master lever is 
required, if so, how many, and a rough 
sketch shouting groups of plates to be 
controlled by each master lever; also state 
whether slow motion control wheels, like 
those sho\^Ti m Fig, 6, are desired, or if 
a slow-motion cross - interlocking control 
wheel, like the one shou-n in Fig. 7, is 
desired. 
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Average Space Requirements for Dimmers 

Reference to the following diagrams will give approximate overall dmiensions, height, 
width and depth, of any group combination of Kliegl round type dimmer plates, but 
manufacturer's certified dimensional drawmgs should be used for final layouts. The 
side views illustrated are as follows : 

Fig. A— Top of Switchboard mounting, single row 

Fig, B — Wall Mounting, single row 

Fig. C — Rear of Board Mounting, single row 

Fig. D — Floor Mounting, single row 

Fig- E^Floor Mounting with Extension Arm, single row 

Fig. F — Top of Board Mounting, double row 

Fig. G^Top of Board Mounting, Triple row 

Fig. H^Floor Mounting, Multiple row 




20 




FIG.B 







FIG.C 




20' 




FIG.E 




PIG.D 



24. 



FIO.F 




1 



HiV-"'?" 




I 



24- 



FIG. G 



FIG.M 




aiiMD 

4 PIATES 

22 INCHES 




Diiiiin 

5 PLATES 

Z5INCHES 




allium 

6 PLATES: 
29 INCHES 





DIMinilMG 

8PLATES: 
39 INCHES 



D 





DiMim 

10 plates: 
46 INCHES 





o 

12 plates: 
54 INCHES 



n 



D 




D 





n 



15 plates: 67 inches 



D 




D 




n 




D 



18 plates: 79 INCHES 



a 





D 




D 




O 



20 plates: es inches 
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PORTABLE DIMMER BOXES 



Kliegl Portable Dimmer Boxes are de- 
signed for traveling theatrical companies, 
outdoor stages, and other occasions where a 
temporary switchboard is required. They 
are built m a trunk>Hke box, with removable 
front, in which are assembled all the 
switches, dimmers, plugging receptacles, et 
cetera, necessary for the operation of stage 
lamps, border lights, footlights, and other 
lighting equipment. Traveling companies 
find Kliegl Portable Dimmer Boxes of ines- 
timable value for special lighting and color- 
lighting effects, and also useful as an auxil- 
iary to inadequate installations likely to be 
found in small theatres. They enable road 
companies to be independent of permanent 
theatre lighting equipment. 

Kliegl Portable Dimmer Boxes are built of 
wood, lined with sheet metal; mounted on 
casters to facihtate transportation; switches 




cutouts and all live parts completely covered ; 
only control handles exposed. They are 
built in one or more sections, depending 
on the amount of equipment to be con- 
trolled. Each circuit is controlled by a 
switch with cutout fused to required ca- 
pacity, and with plugging-pocket or pin- 
connector outlets — depending upon the 
current carrying capacity of the circuits; 
connections can be made and broken 
quickly and easily; main fuse switch of 
proper capacity with flexible stage cable for 
service supply-line is furnished in any de- 
sired length, either 2- or 3-conductor. 

Dimmers are banked and installed in bot- 
tom of box, in any and as many combina- 
tions as required, either interlocking or 
non-interlockmg. In case of interlocking, a 
master lever permitting dimmer control 
individually and collectively is provided. 
One or several circuits may be 
connected to a single dimmer plate, 
depending on requirements. 

Kliegl Portable Dimmer Boxes op^ 
erate on either direct or alternating 
current. Price quotations are fur- 
nished on receipt of full information 
as to the number of circuits and 
current capacity of circuits to be 
controlled by dimmers, number of 
outlets for each circuit, whether 
dimmers are to be interlocking or 
non-interlocking, and whether Dim- 
mer Box IS to be wired for 2-wire 
or 3-wire circuits. 



Fig. 8. Portable Dimmer Bos with fuse -and-s witch 



covers removed 
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WITCHBOARDS and PANEL BOARD 




Fig- 10. Deadface Switchboard 



Kliegl Switchboards and Panel Boards are 
designed and built to specifications — to meet 
the ever varying requirements of theatrical ser- 
vice. They are also built for motion-picture 
and photographic studios, schools, colleges, 
laboratories, office buildings, amusement parks, 
etcetera. Usually they are of the dead front 
type, as recommended by the Underwriters, m 
which all switches, fuses, and other live parts 
are mounted on separate panels back of the 
board, and switches operated by specially con- 
structed insulated handles which extend 
through the panel to the front of the board. Pre- 
cautions are taken to insure durability, safety, 
and efficiency. All electrical parts comply in 
every detail with the requirements of the 

National Board of Fire Underwriters and City inspection; 

workmanship is guaranteed. 

Fig. 9 illustrates a Kliegl switchboard designed for lodge 
rooms, schools, dancing academies, and other similar locations 
where a small dead-front panel board with dimmer equipment 
providing flexibility in light control, at a reasonably low cost, 
is desired. Toggle switches and slider type dimmers control 
the circuits. Usually white lights in footlight and first and 
second borderhghts are controlled by the first vertical row of 
dimmers, blue lights by the second row, and red lights by the 
third row. A master lever permits operations of three dim- 
mers at once. No live parts are exposed. No special attend- 
ant is required. 

Fig. 10 illustrates a switchboard designed for motion pic- 
ture theatres, and other locations where more elaborate control 
for a large number of circuits is required. The handles con- 
trol lOO-ampere 2- or 3-wire type knife switches, mounted on 
rear of board. 

Plans and specifications are prepared and estimates furnished 

for a complete theatre lighting installation — or any part of 

the installation; prices are also quoted on individual switch- 
Fig. 9. Deadface , 1 ■ 

Paneiboard with board requirements. 

Dimmers 
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No. 742 




746 




\ 




No. 741 



No. 743 




No. 761 




No. 763 






:.W. 



No. 764 




V 



No. 766 




No. 773 




No. 756 




No. 754 




No. 770 




No. 774 
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MUSIC STAND 



Kliegl Music Stands are designed to properly illuminate music scores — without strain 
on the eyes of the musician — or glaring light leaks — annoying to an audience and detri' 
mental to the motion-picture or performance. They are mounted on heavy cast-iron 
bases to assure equihbrium; equipped with telescopic pedestals so they may be raised 
or lowered; and made in plain and fancy designs, with music-rests of metal and of wood; 
with and without lighting fixtures. . 

In certain designs, shown in listing, wires for lighting fixtures pass through pedestal of stand and out under 
base; this arrangement prevents stand from being upset if cable should be pulled accidentally. Other stands, 
like No. 766 and No, 770 were designed especially for motion-picture-theatre orchestras, and others have 
features which recommend them for traveling and outdoor use. Kliegl designs cover all practical requirements, 
and for special applications they are made to order. 

Kliegl Music Stands 



No. 


DESCRIPTION 


Price 


Weight 


CodeWord 


741 


Music Stand with open wood-frame music-rest, 2o"xi4J^", at set ang e; fitted with light 
fixture No. 745; cast-iron tripod-base; iron pedestal, adjustable; metal parts finished in 
black enamel; furnished with S-feet of cable. 


$8.00 


nH lbs. 


Rcacti 


742 


Demountable Music Stand for traveling companies; same design as No. 741 but arranged 
so that it can be completely dismant ed and packed in a sma 1 space. 


8.00 


13K lbs. 


Readorn 


744 


Music Stand without light fixture; open wood-frame music Test, base and pedestal same 
design as music stand No. 741. 


5.00 


II lbs. 


Really 


743 


Music Stand with open wood-frame music-rest, %o ^14^ , at set angle; fitted with hght 
fixture No, 746; tripod base; iron pedestal, adjustable; metal parts finished in black 
enamel; furnished with S-feet of cable. 


9.50 


isKlbs. 


Realco 


754 


Music Stand, Lyre-design, music-rest with side guards, made of mahogany, 24>^"xi6>^"; 
fitted with light fixture No, 746 equipped with pull-chain twin-'lamp socket; round cast' 
iron base; fancy wooden pedestal with arrangement for adjusting height and incline of 
music rack; base and pedestal finished in gold; wiring for Hght fixture passes through 
center of pedestal and out under base, furnished with i2''feet of cable. 


25.00 


24 lbs. 


Reholir 


755 


Music Stand, same design and construction as No, 754 except that light fixture is pro- 
vided with removable color^frames to receive gelatine co or-mediums for colore ighting 
effects. 


17.00 


24 X lbs. 


Rehours 


756 


Music Stand, same design as No. 754 except that the music-rest has open ends and is 
smaller^ io"si4^"; otherwise^ identically the same. 


13.00 


12 lbs. 


Rehraco 


757 


Music Stand without light fixture, Lyre-design musicrest — open ends, mahogany, 20 ^14^4 
— round cast-iron base; fancy wooden pedestal with arrangement for adjusting height 
and inc ine of music rack; base and pedestal finished in go d. 


19.00 


20^ lbs. 


Rebuff 


761 


Music Stand, all-metal; finished in black enamel; fitted with hght fixture No. 745; cast- 
iron tripod base; iron pedestal, adjustable; music-rest ao"xi4'\ at set angle; furnished 
with S^feet of cable. 


8.00 


14 lbs. 


Rcchazo 


762 


Musk Stand without light fixture; all'metal; same design, construction, and finish as No. 761 . 


5.50 


12 lbs. 


Redudo 
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No. 



763 



764 



766 



7G7 



770 



771 



773 



774 



775 



849 



745 



746 



Kliegl Music Stands (continued) 

DfiSCRIPTlON 



Mu5ic Stand, all-metal, finished in black enamel, with light fixture fitted with key socket for 
two lamps; music-rest l8^'xl6^^ cast-iron tripod base; iron pedestal with arrangement 
for adjusting height and incline of masicrest; wiring passes through center of pedestal 

and out under base; furnished with 8-feet of cable. 

Music Stand, all-metal, finished in black enamel; with goose'neck Ught fixture and shade, 
permitting adjustment of light as desired; music-rest i8"xi6''; cast-iron tripod base; 
iron pedestal with arrangement for adjusting height and incline of music -rest; wiring 
passes through center of pedestal and out under base; furnished with 8-feet of cable. 

Music Stand, all-metal, with light-guard on all four sides of music-rest; fitted with light 
fixture No. 746; music-rest 24"xi5", at set angle; cast'iron tripod base; iron pedestal, 
adjustable; finished in gold except the inside surfaces of music -rest which are dull black; 
furnished with 8-feet of cable. 

Music Stand, all-metal, with light-guard on all four sides of musicrest; same design, con' 
struction, and finish as No. 766, except it is provided with means for adjusting incline 
of music-rest; furnished with S-feet of cable. 

Music Stand, with all-metal musicrest, 24"xi5", having light-guard on all four sides; 
fitted with hght fixture No. 746 with a puU'chain lamp socket; round cast-iron base; 
fancy wooden pedestal with arrangement for adjusting height and incline of music-rest; 
wiring concealed in pedestal and comes out under base; finished in gold except for inside 
surfaces of music-rest which are dull black; furnished with li-feet of cable. 

Music Stand, same design, construction and finish as No. 770 except fixture has two lights, 
and is provided with removable color-frames to receive gelatine color ^mediums for color- 
lighting effects; furnished with X2'feet of cable, 

Music Stand with wooden music'rest, a3''xi5'', at a fixed angle, with a vertical light fixture 
on each side; (light fixture is a lamp socket mounted on end of pipe support and fitted 
with a specially designed shade which directs all the light to the music-rest); cast-iron 
tripod base; iron pedestal, adjustable; wiring concealed in pedestal and fixture supports; 
pull-chain switch; metal part5 of stand finished in gold; furnished with lo-feet of cable. 

Music Stand with deep-box all-metal music-rest designed to hold music sheets directly in 
center of rest and on both sides without interference one with the other, and all visible 
at the same time; equipped with three pull-chain sockets, in light-trough on top, con- 
nected to three separate circuits, white, red, and blue; intended for use with a color 
light control dimmer No. 775, operated by leader so a change of color can be made over 
the entire orchestra; music-rest, 29"xi8"x7J^'' deep, is attractively decorated with 
metal scroll work and mounted on a fancy wooden pedestal with metal base and pipe 
support arranged for adjusting height and inclination of music rest; finished throughout 
in gold except inside surface of music rest which is dull black; furnished with three 15- 
foot lengths of cable. 

Music-Stand-Control Dimmer Board, for tliree circuits, used with music stand No. 774, 
for color lighting effects; control is operated by the leader; operates on iro-volts. 

Cable Pull-Back for Music Stands^ attached to bottom of pedestal, prevents stand 
from being upset when cable is pulled accidentally. 



Kliegl Light Fixtures for Music Stands 



Light Fixture for Music Stands is fitted with one key lamp socket^ enclosed in a cyHndrical 
casing of tin with slot opening which directs light to music-rest; end of fixture is remov- 
able for lamp replacement; two iron brackets provide means for attaching fixture to 
stand; fixture can be rotated in brackets for proper adjustment of light; exterior surface 
is finished in black enamel. 

Light Fixture for Music Stands is fitted with one pull-chain lamp socket, enclosed in a 
cylindrical casing of tin with bell-shaped ends — removable for lamp replacement; pro- 
vided with specially formed open trough which directs hght to music-rest and also serves 
as a means for fastening fixture to stand; ertcrior surface is finished in gold; inside surface 
of open trough is dull black to prevent improper hght reSection, 



Price 



$ij-oo 



11,00 



14.00 



16.00 



22.00 



25.00 



16.00 



28.00 



60.00 



■50 



Weight 



17 lbs. 



8;^ Ifcs. 



20 lbs. 



22 



lbs. 



25 lbs. 



25 lbs. 



22 lbs. 



32 lbs. 



28 lbs. 



Code 
Word 



Recc^ar 






Recodas 



Recran 



Recteur 



Reddcto 



Red 



erar 



Redohra 



Redondo 



Redorais 



Seijia 




Reanncx 



Reargue 
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PIANO and ORGAN LIGHT 



No. 751 





No. 752 



Kliegl Piano and Organ Lights are made in two styles, one 
to be attached to the music rack on the piano or organ, the 
other a complete stand'lamp adjustable to any desired position. 





Kltegl Piano and Organ 


Lights 






No. 


Description 


Price 


Weight 


Code Word 


751 


Piano Light, has a key lamp socket, enclosed in a 
cyhndrical casing of tin with slot opening 
which directs light to music'rest; end is re^ 
movable for lamp replacement; two iron 
brackets with thumb screw clamps provide 
means for fastening to music-rest; exterior 




• 


■ 




finished in black enamel. 


$T,,00 


2^/i lbs. 


Rebanos 


752 


Piano-and'Organ Light, is a complete stand' 
lamp with pull-chain twin lamp socket; fur* 
nished comp ete with reflector, stand, and 
lO'feet of lamp cord; can be adjusted to any 










desired position; dul brass finish. 


14.00 


15 lbs. 


Rchelim 


753 


Organ Light; drum base; key socket; finished 










in gold; furnished with lo-feet of amp cord 


8-50 


IT, lbs. 


Rehunba 



leader 





No. 759 



No. 768 



TAND 

Kliegl Leader Stands are made in three 
styles; equipped with lighting fixtures; 
arranged for adjusting position of music 
rest; with abundance of room for music 
scores. They are solid and substantial, 
well balanced, not easily overturned, and 
are properly illuminated- -the lighting is 
bright, diffused, evenly distributed over 
the entire music rest, soft and comfort- 
able on the eyes. They are attractively 
finished, serviceable, and practical. 



Kliegl Leader Stands 



No. 



758 



759 



768 



Description 



Leader Stand with open wood-frame music -rest, fitted with light fixture having two key 
sockets; resembles in appearance music stand No. 741 except for increased si^e of music- 
rest which is 24"xi7", at set incline; cast-iron tripod base; iron pedestal, adjustable; 
metal parts finished in black; furnished with lo-feet of cable. 

Leader Stand, Lyre design, hard wood-frame and rest, mahogany finish; arrangement for 
adjusting height and incline of music-rest; fitted with two Light Fixtures, No. 746, one 
on each side of music-reat; provisions made for fastening telephone and signal-lights; 
furnj^hed with 8-feet of lamp cord; can be finished in gold bronze if desired. 

Leader Stand, alUmetal, arranged for adjusting height and incline of music-rest; fitted with 
two Ught fixtures, No. 746, one on each side of music-rest; round cast-iron, extra'heavy 
base-plate and iron pedestal; furnished with ii-ft. of cable; finished in gold, except for 
inside surface of musicrest which is dull black. 



Price 



$10.00 



60.00 



12.00 



Weight 



17 lbs 



25 lbs 



i8 lbs 



CodeWord 



Rebutir 



Recair 



Rcctrix 



.'} 1 



'.. ilh ■ V-.'. 
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TIME BEATER 



and BATON 



Kliegl Time Beater used by orchestra leaders to beat time for choruses or soloists at a 
remote point; consists of a keyboard (No. 670), and time indicator (No. 672); keyboard 
has four piano-like keys, which when played in time with the music score, illuminate cor- 
responding lamps behind transparent numbers, one to four, on indicator; several indi- 
cators at different parts of the stage can be operated from one keyboard. 

Kliegl Baton for orchestra leaders, is equipped 
with a small electric light on the extreme 
outer end of baton so that its movement can 
be seen in the dark; made entirely of metal; 
light in weight; furnished complete with 
battery and lamp. 




No. 670 




No. 672 



Kliegl Time Beaters and Batons 



No 



b70 
672 
769 



Description 



Time Beater Keyboard, 4 keys 

Time Indicator 

Baton, with electric light and battery 



Price 



$35.00 
21.00 

4. 00 



Code Word 

Raphon 

Raposo 

Recudis 



CLEANER STANDS and WORK LIGHT 

Kliegl Cleaker Stands AND Work Lights are portable lights useful wherever a tem- 
porary lighting unit is required— as in cleanmg theatre auditoriums, repair work in a 
garage, certam forms of construction work and similar applications. They consist of an 
iron base with pedestal stand equipped with one or four lamp receptacles. 

No, 655 

Kliegl Cleaner Stand is made with cast-iron tripod base and }4" iron 
pipe pedestal, 56-inches high, on which a single lamp socket is 
mounted; cable extends through pipe and out at bottom of base: 
finished in black enamel. 

No. 657 

Kliegl Cleaner Stand is provided with four lamp receptacles; tele 
scopic stand and cable reel attached to stand which will carry jo-feet 
of cable; height from floor to the center of cluster, when lowered 
42'inche5; finished in black enamel. 

No. 658 

Kliegl Cleaner Stand is of heavy construction for rough use as in a 
garage or on a construction job; is provided with four lamp recep- 
tacles with 14-inch reflector, and fixed wire-lamp-guard; telescopic 
stand, for raising or lowering light, at its lowest point it is s6'inches 
Irom floor to the center of cluster; cable passes through the pedestal 
stand and out at bottom of base; finished in black enamel. Kliegl 
Cleaner Stand No. 659 is of same design and construction as No 
658 except that light cluster and reflector are mounted on a pivot- 
ed support permitting adjustment of head to any desired position. 

KLtEGL Cleaner Stands and Work Lights 




No. 655 No. 657 No. 658 



No. 



Description 



Cleaner Stand, i light, at fixed height 

Cleaner Stand, 4'Iights, at fixed height 

Cleaner Stand, 4'lights; telescopic stand; cable reel 

Cleaner Stand, 4-Iights; telescopic stand; reflector; fixed wire-lamp -guard 

Cleaner Stand, 4-lights; telescopic stand; reflector; swinging head; fixed wire-lamp-guard 




CodeWord 



Rambeh 

Ramiah 

Ramify 

Ramiro 

Ramitis 
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TAGE LAMP 

than a auarter oVfr . ""^'^ Underwriters' requirements, and embody more 

annaratus TK° '' ' n'^'^'f ' ^" '^^ '^^^'g" ^"^ manufacture of stage hghtmg 

Sscnbed ani lLrd°" T '. ""'^ ''^^^ ^^"P^' ^"^ ^^°- ^ ^-^^-^ demand, ar! 



OPEN^BOX FLOOD LIGHT. 

Klizgl Open-Box Flood Lights, used to flood light the stage, generally from the wings 
with white or colored light, and for twihght and other colordifhting ekctTconsisTof a 

light source of very high candle power, either an electric arc or m- 
candescent lamp, fitted with reflector designed to throw a flood of 
light m one general direction; slide grooves are provided m front 
to receive color-frames with gelatine or glass color mediums. 

"Arc" Open-Box Flood Lights 

Kliegl "Arc" Open-Box Flood Lights, furnish a brilliant light of 4000 
candle power, evenly distributed, and illuminate an area more than 
40'feet wide; consist of a hand feed arc lamp, fitted in an alhmetal 
box reflector with fire-proof screen m front, and slides for color- 
frames; mounted on telescopic wrought-iron stand, with control 
switch and fixed resistance. 

Arc operates at 2?-amperes, direct or alternating current, and is furnished for 
125- or 250-voIt circuits; lamp parts are of brass, with rig d carbl holders of a 
special heat-resisting metal alloy; feeds quickly and smoothly, keeps carbons in 
proper relative positions and uses a ^^-inch carbon on top and all-inch carbon 
on the bottom; furnished completely wired, with 25-feet of stage cable 

Kliegl ''Arc" Open-Box Flood Lfghts 




No. 



DESCRrPTION 



1 

3 



"Arc' Open-Box Flood Light 
"Arc" Open-Box Flood Light 



Volts 



I2y 

25^0 



Pric 



$45-00 
56.00 



Weight 



71 lbs. 
SiKIbs. 



CoD£ Word 



Ahaca 
Abut 



No. 1 



Sbtr^llt:^^^^^^^^ "^ ^^'^^^^° Requirement), add $.00 to Hst pnce. 



"Mazda" Open-Box Flood Lights 

Kliegl 'Mazda^ Open^Box Flood Lights are designed for use with high^candle^power 
Ma^da lamps, several desirable features are thus introduce d-light is steady and noiseless- 
they can be operated in series with a dimmer; are light in weight, easily handled- and' 
as they are fire-proof, constant attention of an operator is not required. . 
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" Mazda " Open-Box Flood Lights— Continued 

No. 1-N PEDESTAL TYPES 

Kliegl Open-Box Light No. i-N is a square-face pedestal type, fitted with a mogul-screw-base receptacle; 

accommodates a ^-oo-watt, 750-watt, or looo-watt, P.S.-^i, Mazda lamp; reflector or hood is made of sheet 

metal ; well ventilated ; properly designed for maximum lighting efEciency ; provided with slide grooves for color 

frames for glass or gelatine color mediums; adjustable support and 
telescopic wrought-iron pedestal stand permit hood to be raised 
or lowered, and set at any angle desired; reflecting surfaces painted 
a permanent white; exposed metal parts finished in black enamel; 
furnished completely wired with asbestos leads, 25-feet of ap' 
proved stage cable, and Kliegl Connector between asbestos 
leads and cable — also serves as a switch; dimmer for controlling 
the brilliancy of the lamp may be fastened to the stand. Dim- 
mers suitable for this purpose are described on page 22. 



No. l'N3 

Three or more open-box lights, with side brackets, mounted on a 
single pedestal, as shown in the illustration, can be furnished. 
This arrangement permits a quick or gradual change of color- 
lighting effects. Each hood can be fitted with a different colored 
medium- — to change a color effect only necessitates that one lamp 
be turned off and the other turned on. For gradual changes, like 
twilight effect, dimmers can be used. 



No. 550 

Kliegl Open-Box Light No. 550 is a round-face pedestal type fitted 
with a mogul-screw-base receptacle; accommodates a 500-watt, 
750'watt or looo-watt P.S. 52, Mazda lamp; hood is made of sheet 
aluminum lined with white glass reflectors which increase the 
light volume; glass reflectors are made of small sections fastened 
in place with removable brass pins, in 
case of breakage they can be replaced 
easily at little cost; provided with slide 
grooves for color frames for glass or gelatine mediums; adjustable support and 
telescopic pedestal stand permit hood to be raised or lowered, and set at any 
angle desired; furnished completely wired with asbestos leads, 25-feet of stage 
cable, and Kliegl Connector, which also serves as a switch. 

Kliegl "Mazda" Open-Box Flood Lights — Pedestal Tvpes 






No. 1 -N3 



No. 1-N 



No. 


Description 


Price 


Weight 


Code Word 


IN 


Open-Box Light for "Ma::da" lamps, square-face, with 
telescopic stand, asbestos leads, connector, and 15'ft. 
of stage cable; without lamp. 


$14.00 


4i lbs. 


Abactor 


1N3 


Open'Box Light for "Mazda" lamps, square^face^ 3^ 
sections, on single pedestal stand, with asbestos leads, 
3 connectors, and 75'ft. of stage cable, without lamps. 


85.00 


120 lbs. 


Abaddtr 


550 


Open'Box Light for "Mazda" lamps, round-face, with 
asbestos leads, connector, i5'ft_ of stage cable, tele' 
scopic stand; without lamp. 

• 


38.00 


22 lbs. 


Oliere 




No, 550 



TTTrrr^rTi^sji 
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No. 544 



No. 545 




No. 541 




"Mazda" Open^Box Flood Lights— Continued 

SUSPENSION TYPES 

No. 544 

Kliegl Open-Box Light No. 544, square-face suspension type, with chains for 
hanging; furnished with an all-metal silvered reflector; hood made of sheet- 
metal; fitted with a medium'screw-base receptacle; accommodates a 200-watt, 
P.S. 30, Mazda lamp; grooves for color frame; completely wired with asbestos 
covered leads; exterior finished in black enamel; furnished with metal frame 
for gelatine color mediums. 

No. 545 

Kliegl Open-Box Light No. 545, square-face suspension type, identically the 
same as No. 544, except that it is provided with Kliegl pipe clamp, instead of 
chains for hanging, grips any size pipe from J4" to i}i" ■ 

No. 541 

Kliegl Open-Box Light No. 541, square-face suspension type with chains for 
hanging; provided with mogul-screw-base receptacle; accommodates a 1000^ 
watt P.S. -52, Mazda lamp; hood made of sheet metal; interior reflecting sur- 
faces painted a permanent white; exterior finished in black enamel; grooves 
for color frames; completely wired with asbestos covered leads; furnished 
with metal frame for gelatine color medium; also made in a smaller size, 
No. 540, to accommodate a 500-watt Mazda lamp. 

No. 543 

Kliegl Open Box Light No. 543, square-face suspension type, identically the 
same as No. 5:41, except that it is provided with Kliegl pipe clamp, instead of 
chains for hanging, grips any size pipe from }4" to i/4". 

No. 552 

Kliegl Open-Box Light No. 55a, round-face suspension type, with parabolic 
glass-lined reflector; with extension arm and Kliegl pipe clamp for hanging to 
any size pipe from }4" to ij-i"; fitted with a mogu -screw-base receptacle; 
accommodates a looo-watt P. S.-52 lamp; hood, 13" in diameter, made of sheet- 
aluminum lined with white glass to increase the hght volume; glass reflector is 
made of small sections held in place by removable brass pins, in case of damage 
they can be easily replaced at little cost; slide grooves provided for color 
frames (x6" x 16"); adjustable support permits direction of light at any angle 
desired; completely wired with asbestos leads; also furnished without glass 
reflector — reflecting surfaces painted a permanent white. 

Kliegl "Mazda" Open-Box Flood Lights — Suspensiok Types 



No. 543 




No. 552 



No, 



541 
543 
540 
542 

544 

545 
552 
553 



Description 



Opcn'Box Light, for rooo-watt Mazda lamp, 
squarc'face, with chains and color frame. 

Open-Box Light, for looo-watt Mazda lamp, 
square-face, with pipe clamp and color frame. 

Open-Box Light, for 50Q'watt Mazda lamp, square- 
face, with chains and color frame. 

Open-Box Light, for 500-watt Mazda lamp, square- 
face, with pipe clamp and color frame. 

Open-Box Light, for 200-watt Mazda lamp, square- 
face, with silvered reflector, with chains and 

color frame. 

Open-Box Light, for 200-watt Mazda lamp, square- 
face, with silvered reflector, with pipe clamp and 
color frame. 

Open-Box Light, for looo-watt Mazda lamp, 
round-face, with glass lined reflector and pipe 

clamp. 
Open-Box Light, for jooo-watt Mazda lamp. 

round-face, with plain white reflector, and with 
pipe clamp. 



BICE 



$10.50 



12.15 



7.50 



9.15 



12.00 



Weight 



16^ lbs. 

18 lbs, 
7K lbs, 
8>^ lbs, 



13-75 



53-00 



23..00 



II 



Mlbs. 



11^4 lbs. 



81b 



s. 



Code Word 

Ojalar 
0\tai 
Oirias 
Ojear 

01 an in 

Olbia 

Olivaho 



7 lbs. Oliuile 



..•r'-'y 'i' 
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SPOTLIGHTS 

Kliegl Spotlights are made in ev^ery conceivable form, in all sizes, in Arc and Mazda types; 
substantially constructed, portable, and designed to provide flexibility, ease of adjustment, 
thorough ventilation, and correct lighting at maximum efficiency. They comply with all 
Underwriters' requirements. 

"Arc" SpotUghts 

Kliegl Arc Spotlights consist of a hand feed arc lamp enclosed in a metal hood, fitted with 
condensing lens and with slide grooves for color frames, mounted on a telescopic pedestal 
stand; furnished complete with fixed resistance, enclosed switch, and stage cable; made 
for standard-range and long-range spot- and flood-lighting; in sizes from 2 5 -amperes to 200- 
amperes tor either 125- or 250-volt circuits, direct or a tematine current. 

STANDARD RANGE 

Kliegl Standard Raxge ^^Arc^' Spotlights used on the stage, in ball rooms, and wher- 
ever an arc spotlight with an average working distance of approximately 50 feet is de- 
sired; they give a 4-fcot spot or a wide spread and are made in 25- and 35-ampere sizes. 

No. 5 

Kliegl Spotlight No. 5 is a standard range 
arc type fitted with 2 5-ampere arc lamp and 
equipped with ^-inch condensing lens. 
Hood is light-tight, thoroughly ventilated, 
made of Russian iron with alurainum 
frame front and rear, self-closing spring- 
door provides access to lamp; arc lamp is 
mounted on slide rails with arm, extending 
through rear of hood for quickly focusing; 
carbon holders are rigid in construction and 
fed by a wooden knob under the hood; 
lower carbon holder is also adjustable 
horizontally so that arc crater 'can be 
properly positioned in respect to the lens 
system. Condensing lens is held in 
place by a spUt iron ring and so mounted 
as to allow unrestricted expansion. Slide 
grooves receive standard sized color frames, 
color wheels and effect attachments. 
Hood IS mounted with adjustable support 
on a telescopic iron stand, can be set 
at any angle, raised, lowered, and turned 
easily in any desired direction. Spothght 
IS tumished complete with enclosed fixed 
resistances mounted on base of stand en- 
closed switch, asbestos leads, and 25 'feet 
of stage cable. Spotlights of same design, 
except for variations in size of lens and 
lamp or resistance, are shown in listing. 




No. 7 



No. 5 



LONG RANGE 

hVf ' ^°^,? ^-"^'^^ "^^"^ Spotlights, designed for long distance proiection-from the 
balcony, gallery, or motion picture booth, are made m il, 50^ 7,, and I'oln^ZT-ff 
and give a j^ioot spot trom a distance of xjo^feet-as Jdl^l a wxd'e'pre^5 ofTght 
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No. 11 



No. 21 



No. 9-N 



No. 11 

Kliegl Spotlight No. ii, is a long range arc type fitted with a 70'ampere, 125'volt arc lamp and 6'inch condens' 
ing lens. In design it is similar to Kliegl Spotlight No. 5, except construction is much heavier throughout, 
hood is of greater length and arcfocusing and arc-control handles extend through rear of hood. It is fur- 
nished complete with telescopic stand, resistances, enclosed switch, asbestos leads, and 25 feet of stage 
cable. Similar spotlights in 35- and 50'ampere si^es are also furnished, as shown in listing. 

No, 21 

Kliegl Spotlight No. 21 is a long range arc type fitted with a 120-ampere arc lamp and an 8-inch condensing 
lens. It is a powerful spotlight and focuses from a head spot to a floodlight at 1 50 feet — gives an intense bright 
center with subdued edges, and follows with remarkable ease. Arc lamp is of the hand feed type specially 
constructed to accommodate the large si^e carbons, can be quickly focused and adjustments of the arc made 
smoothly and easily. Hood is made of Russian iron with aluminum frame front and rear, double lined with 
asbestos, thoroughly ventilated, perfectly balanced, moves easily in its bearings — can be swung vertically 
through an angle of 180 degrees and turned in any desired direction. Large spring-door gives access to 
lamp for adjusting the carbons and burner. Lens is mounted in a separate casing designed to allow un- 
restricted expansion and free circulation of air. Slide grooves accommodate color frames, color wheels, and 
effect attachments. Main switch is enclosed and mounted under the hood. Plug connectors provided permit 
hood to be detached from the stand. Resistance is mounted on base and provided with two single-pole 
switches, mounted on the side, which permit apparatus to be used at 60- and 90-amperes as well as at 120- 
amperes. Arc can thus be started at low current and held at that setting until full strength is required. 
Stand is provided with casters so that it can be easily moved about. Spotlight is furnished complete, with 
asbestos leads, and 25 feet of stage cable. 

No, 9'N 

Kliegl Spotlight No. p'N is a long range spotlight equipped with a mogul-screw-base receptacle for a Masda 
concentrated filament lamp, and is described and listed under "Mazda" Spotlights, page 41. 
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Kliegl "Arc" Spotlights 
Description 


SlZ£ 
OF 


Rating 


Price 


Weight 


Code Word 


No. 










Lens 


Amp. 


Volts 










Standard Range 














5 


"Arc'^ Spot ight 


5' 


1^ 


125 


$58.00 


63 lbs. 


Beber 


6 


"Arc" Spotlight 


6' 


1? 


125 


59.00 


63 lbs. 


Deb7\ns 


7 


''Arc' Spotlight with Color Wheel 


6' 


15 


125 


64.50 


65 lbs. 


Bcctria 


15 


^^Arc^^ Spotlight 


5' 


3^ 


125 


58,00 


63 lbs. 


Bescom 


16 


^^Arc" Spotlight 


6' 


M 


125 


59.00 


63 lbs. 


Beusga 


17 


"Arc" Spot ight with Color Wheel 


6' 


35 


125 


64.50 


65 lbs. 


Betoken 


5A 


"Arc" Spot ight 


5" 


^5 


%'jO 


72.00 


76 lbs. 


Behiais 


6A 


'^Arc" Spot ight 


6" 


25 


250 


73.00 


76 lbs. 


Be bung 


7Pl 


"Arc" Spot ight with Color Wheel 


6- 


25 


250 


78.50 


78 lbs. 


Bcdagat 


ISA 


"Arc" Spot ight 


5' 


35 


i?o 


72.00 


76 lbs. 


Besippo 


16A 


"Arc" Spot Ight 


6' 


35 


250 


73-00 


76 lbs. 


Bethuel 


17A 


"Arc" Spothght with Co or Wheel 
Long Range 


7" 


35 


250 


78.50 


78 lbs. 


Betrim 


9 


^^Arc^' Spothght 


6" 


35 


i2*r 


69.00 


70 lbs. 


Benegro 


10 


"Arc" Spotlight 


6" 


50 


I2y 


92.00 


96 lbs. 


Berated 


11 


"Arc" Spotlight 


6" 


70 


125 


120.00 


101 lbs. 


Bcrgfeh 


21 


"Arc" Spot ight 


8" 


120 


125 


250.00 


000 lbs. 


BUnky 


9A 


"Arc" Spot ight 


6" 


55 


250 


84.00 


83 lbs. 


Bentdng 


lOA 


"Arc" Spotlight 


6" 


50 


aso 


130.00 


132 lbs. 


Berhm 


llA 


"Arc" Spotlight 


6" 


70 


250 


160.00 


140 lbs. 


Bcrgort 


21A 


"Arc" Spot leht 


8" 


120 


2<;o 


1,65.00 


307 lbs. 


Bhnzler 



All Spotlight hoods have the doors on the right side — they can 
Truck with casters for attaching to round'base Spotlights, see 



be furnished on the left side without additional cost, 
page 100, Carbons for Spotlights, see page 104, 



i€ 



Mazda" Spotlights 

Kliegl ''Mazda" Spotlights are similar to Kliegl ''Arc" Spotlights, except they are 
made to accommodate concentrated filament Mazda lamps in place of arc lamps, and are 
available with either pedestal-stand or suspension-mountings. Due to absence of arc 
lamp, rheostat, and switch, "Mazda" Spothghts are exceptionally compact and Hght 

in weight — facilitating easy packing 
and transportation. They operate 
equally well on alternating or direct 
current; light is constant in value 
without flicker or noise, and can be 
controlled from a distant point. 
"Mazda'' Spotlights are especially 
desirable for spot or flood lighting 
from the wings, or other short range 
work, such as in motion picture 
theatres, halls, lodge rooms, caba- 
rets, et cetera, and where direction 
of illumination is fixed, suspension 
type "Mazda" Spothghts can be set 
permanently, in inaccessible places, 
and controlled from the main 
switchboard, A "Mazda" spot- 
light is also made for long ranee 
work. 

PEDESTAL TYPES 

Kliegl Pedestal Type " Mazda^^ 
Spotlights are mounted with an ad- 
justable support on a telescopic ped- 
estal stand permitting it to be set at 
any angle, raised, lowered, and 




No. 5-N 
With Dimmer 



No. 928 

Reflector 



No. 5-N 
Without Dimmer 
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turned easily in any desired direction. They are taade in various sizes to accommodate 
25O', 400', 500', 1000', and 2000-watt concentrated filament Mazda lamps; and can be 
furnished with dimmer, mounted on pedestal stand, for controUing brilliancy of light. 

No. 5-N 

Kliegl Spotlight No. 5'N is a pedestal type *'Masda" Spotlight designed to accommodate a looo-watt or 
2000'watt concentrated filament Mazda lamp; hood, fitted with a 5'inch condensing lens, is made of Russian 
iron with aluminum frame front and rear; large self-closing spring-door permits ready access to lamp; mogul 

screw-base receptacle is mounted on a sliding base with 
vertical adjustment for centering light source and a focusing 
arm extending through back of hood — can be furnished with 
mirrored glass reflector mounted on the focusing arm back of 
the lamp to increase the light volume about fifty per cent; 
slide grooves are provided for color frames, color wheels, and 
effect attachments; furnished complete with pedestal stand, 
leads, connector — which also serves as a switch-^and 25 
feet of stage cable; can also be furnished with dimmer at' 
tached to pedestal stand, and truck with casters attached to 
base. A similar spotlight, fitted with 6-inch lens is also fur- 
nished, as shown m listing. 

No. 9-N 

Kliegl Spotlight No. g-N (illustrated on page 39) is a long 
range pedestal type "Ma:^da" Spotlight with mogul-screw- 
base receptacle; accommodates a looo-watt or 2000-watt 
concentrated filament Mazda lamp; hood, fitted with a 
6-inch condensing lens, is similar in design and construction 
to Kliegl Spotlight No. ^N except that it is much longer to 
provide focusing from 6-foot spot to a wide spread of light 
at a distance of 100 feet. It is intended for use from the 
balcony, gallery, or motion picture booth, and is furnished 
complete with telescopic stand, asbestos leads, connector, 
and 25 feet of stage cable. 





^"^W^ 



No. 60 

With Dimmer 



No. 61 

Without Dimmer 



No. 60 .. , u 

Kliegl Spotlight No. 60 is a pedestal type Mazda spotlight 
with medium-screw-base receptacle, accommodates 250- 
or 400- watt concentrated filament Mazda lamp; is a small 
compact light-weight spotlight for short range spot and 
flood hghting; provides a mild ray of light with strong bright 
center fading out at edges; cylindrical hood, made of Russian iron with aluminum frame front and rear, is 
ho oughly ventilated, and equipped with 5-inch condensing lens; sMe grooves for color frames provKid 
door at rear gives access to lamp! receptacle is mounted on an adjustable slide for focusing; set with adjusting 
support on tdescopic wrought' ton stand; furnished complete with asbestos leads, ^-^-^^^-^jl^'f ,^ - 
serves as a switch, and .5 feet of stage cable; can also be furnished with dimmer mounted on pedestal for 

controlling brilliancy of the lamp. 

SUSPENSION TYPES 
Kliegl Suspension Type "Mazda" Spotlights are designed for overhead mounting 
and generally used where the direction of illumination is fixed— as in a motion pic- 
ture theatre for lighting the orchestra with color effects; a spot border light on the 
stage; above a ceilmg, with opening to allow the light beam to pass; to bght bare 
stages (stages without wings or drops); to light performers in large halls and audi- 
toriums; and for spot-and-flood lighting in show rooms, ball rooms, and window 
disDlavs They are made in several designs and various sizes for 250-, 400-, 500-, 
and lOOO-watt concentrated filament Mazda lamps, and can be controlled from 
a remote point, in conjunction with a dimmer, if desired. 

No. 56 Kliegl Spotlight No. 56 is a suspension type "Mazda" spotlight, fitted with a medium- 

screl-base receptacle, adjustable for focusing; accommodates a 250-watt concen- 




L' *-.i\! 



' ,- A ' 
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No. 62 



trated filament Mazda lamp; hood of Russian iron, thoroughly ventilated, supported by iron bracket fitted 
with a pipe clamp, can be attached to any size pipe from yi'vnch to i^-inch and turned in any direction; 
furnished complete with asbestos leads and removable color frame for gelatine mediums; can also be furnished 
with 3^'inch mirrored-glass reflector back of the lamp bulb to increase the light volume. 

No, 62 

Kliegl Spotlight No. 62, suspension type "Mazda" spotlight fitted with a medium-screW' 
base receptacle for 250- or 400'watt concentrated filament Mazda lamp; hood, of cast 
aluminum, well ventilated, may be swung in any direction; front, fitted with a 43^'inch 
condensing lens and slide grooves for color frames, can be removed when lamp is used as 
as a flood light; receptacle adjustable for focusing; furnished complete with 3|^'inch 
mirrored-glass reflector, pipe clamp, asbestos leads, and color frame for gelatine mediums. 

No. 68 

Kliegl Spotlight No. 68, suspension type "Mazda" Spotlight, fitted with a mogul-screw- 
base receptacle for 500'watt concentrated filament Mazda lamp; cylindrical hood, of 
Russian iron with aluminum frame front and rear, equipped with a 5'inch condensing 
lens, and mounted on pivoted support with wing nut and pipe clamp; receptacle mounted 
on sliding base with an arm extending out back of the hood for focusing; furnished com- 
plete with asbestos leads, and color frame for gelatine mediums. 

No. 70 

Kliegl Spotlight No. 70, suspension type ''Mazda" Spotlight fitted with a mogul-screw- 
base receptacle for looo-watt concentrated filament Mazda lamp; hood, of Russian iron 
with aluminum frame front and rear, mounted in trunnion and swivel bearings, swings 
m any direction, equipped with 5-inch condensing lens, and slide grooves for co or frames ; 
receptacle on sliding base, with extension wing nut for focusing, and 5-inch mirrored- 
glass reflector back of the lamp; furnished complete with pipe clamp and asbestos leads. 

- No. 69 

Kliegl Spothght No. 69, suspension type "Mazda" Spotlight fitted with a 
mogul-screw-base receptacle for looo-watt concentrated filament Mazda 
lamp; hood, of Russian iron with aluminum frame front and rear, equipped 
with 5-inch condensing lens, slide grooves for color frames, and an adjustable 
support with extension arm and pipe clamp; receptacle mounted on sliding 
base with vertical adjustment for centering Hght source and arm extending 
outside the hood for focusing; furnished complete with asbestos leads; can 
be furnished fitted with mirrored-glass reflector. 

Kliegl "Mazda" Spotlights 




No. 68 



I .' 1 




No. 



No. 70 




5N 

6N 

7N 

60 

61 

9N 

56 

62 
68 
70 
69 

926 
928 



Description 



h4 



1,1 



Pedestal Types 

Standard Range 
Mazda" Spotlight 
Mazda" Spotlight 
■'Mazda" Spothght with Color Wheel 
^"Mazda" Spotlight with Dimmer 
"Mazda" SpotEight without Dimmer 
Long Range 
"Mazda" Spotlight 

Suspension Types 

"Mazda" Spotlight 
"Mazda" Spotlight 
^■Mazda" Spotlight 
"Mazda" Spotlight 
"Mazda" Spotlight 

Mirrored'Glass Reflector (jK"). for Spot- 
hght Nos. 60, 6r, and 56 

Mirrored-Glass Reflector (^X"), for Spot- 
light Nos. 5N, 6N,9N,68 and 69 



Size of 
Lens 



Price 



5 
6 

6 

5 

5 



// 



t/ 



tf 



rr 



ft 



it 



4J 
A'A" 

5 
5 
5 



if 



ff 



r' 



$42.00 

43.00 
48,50 

43'CX> 
2800 

50.00 



12.00 
22.00 
24.00 
J5-00 
35.00 



I 



Weight 



44 Ihs. 
44 lbs. 
51 lbs. 
30 lbs. 
24M lbs. 



■^-oo 



5-00 



58 lb 



s. 



'4 lbs. 

8 lbs, 

9 Ibs- 
14 Ibs- 
22 Ibs- 



Klb. 
lib. 



Code Word 



Behraho 

Beclipt 

Befago 

Chaouch 

Chapctos 

Beodos 



ChaleuT 

Chasdin 

Ch\$tar 

Chiudi 

Chits 

Shallot 
Sharoch 



No. 69 



Mazda lamps not included in list price, see page io8. Dimmers for Spotlights oaee 
Truck with casters for mounting to round^base Spotlights, page ^^l^^"^^^'^^^^' P^^^ 



22. 



-r ' < >' h 
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'APPLICATION 

Of Color Wheels and Effects to Spotlights 

The adaptability of Kliegl apparatus is evidenced by the accompanying illustrations. 
An unlimited number of combinations are made possible by the mterchangeability of the 
various units, purposely designed to meet the ever-varymg requirements of the theat^ 
ncal profession, and equally well suited to meet the increasing demands for novelty and 
originality in decorative and display lighting. All Kliegl spotlights are so constructed 
that they can be mounted m every conceivable manner and equipped with many devices 
for producing attractive lighting and unusual scenic effects. 



Fig. 11 

Application of Color Wheel No. 2a, page 74, to 
Spotlight No. % Page 58. Color Wheel is operated 
by hand. Spotlight is a 25'ampere standard range 
"Arc" Spot ight with pedestal mounting. Combi- 
nation complete, spotlight and color wheel, $64.50. 

Fig. 12 

Application of Color Wheel No. 27, page 74, to 
Spotlight No. 66A, page n- Color Wheel is oper- 
ated by a string passing over a pulley. Spotlight can 
be located high above the floor, for example, in a 
ballroom, and color wheel operated from the floor by 
pulling the strings; combination complete, spotlight 
and color wheel, $20.00. 

Fig. 13 

Application of Color Wheel No. 2,% page 74, to Spot- 
light No. 62, page 42. Color Wheel is automatically 
operated by clockwork, equipped with electro-mag- 
netic release for remote control, suitable for use in 
theatres, ballrooms, show rooms, et cetera; combi- 
nation complete, spotlight and color wheel, $56.00. 



Fig. 14 

Application of Color Wheel No. -^1, page 74, to 
Spotlight No. 70, page 42. Color wheel is motor 
driven, obviating necessity for winding, can be con' 
trolled from a remote point — for continuous or inter- 
mittent change of color as desired; used wherever 
automatic color wheels are desirable; combination 
complete, spotlight and color wheel, $95.00. 

Fig. 15 

Application of a Scenic Effect (single disc with clock- 
work, page 65), to Spotlight No. 69, page 42. Aside 
from theatrical purposes it can be used in displays 
and window settings to show falling snow, rain, 
rippling water, and the like; price of combination is 
dependent upon effect selected, see page 65. 

Fig. 16 

Application of Color Wheel No. 22, page 74, to 
Spotlight No. 'i:'N, page 40. Color Wheel is operated 
by hand; spotlight is a standard range "Masda" spot- 
light with pedestal mounting for a looo-watt or a 
2000-watt concentrated filament Mazda lamp; com- 
bination complete, spotlight and color wheel, $47.50- 
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No. 643 

white; also made in a 



BUNCH LIGHTS 

Kliegl Bunch Lights are used in the wings to throw a flood of Hght 
upon the stage in much the same manner that KHegl Open Box 
Lights (pedestal type) are used, and are of somewhat similar con^ 
struction except that they accommodate a number of smaller bulbs 
instead of one large high-candle-power lamp. They are sometimes 
preferred to the open-box-lights for the reason that the smaller lamps 
are less expensive to replace, and if one burns out during the progress 
of an act it causes no appreciable difference in the lighting effect. 
No. 643 

Khegl Bunch Light No. 643, circular reflector with conical 
center; seven medium-screw-base receptacles; accommodates 
Mazda lamps from 60- to loo-watts; reflector, pohshed tin, 
mounted with an adjustable support on telescopic stand- 
can be raised, lowered, and set at any angle desired ; furnished 
completely wired— with asbestos leads, connector (which 
also serves as a switch) and 25'feet of stage cable. 

No. 644 

Kliegl Bunch Light No. 644, square-shaped box reflector- 
twelve medium-screw'base receptacles in two parallel rows- 
accommodates 60' to 75'watt Mazda lamps; provided with 
grooves for color frame; mounted with an adjustable support 
on a telescopic stand— can be raised, lowered, and set at 
any desired angle; furnished completely wired— with asbes- 
tos leads, connector (which also serves as a switch) and ^5- 
feet of stage cable; reflecting surfaces painted a permanent 
Jarger size to accommodate ten loo-watt Mazda lamps. 

Klie(;l Bunch Li<:hts 



£. 



No. 



DeSJIUI'TION 



643 
b44 
645 



Bunch Light, round rcnecior. for 7 l^^mp... w,th connector 
■ind 2^'it. ot cable; without Umps 

Hunch L.ght. square reflector, tor .2 lamps, with connector 
and 25'ft. of cable; without lamps 

Bunch L.yht. square reflector, tor ,0 loo-watt lamps, with 
- connector and_r;_-rt of cable; without lamps 




WEruifT Code Word 



39 Ihs. 
46 I bs. 



xfy K Ihs 



Ra\nu\j 



inoft 



STRIP, LIGHTS 



No. 644 



Kliegl Strip^Lights, used for stage light 
ing— from the wings, at entrance points, 
l^ack of transparencies, behind ground 
rows, and similar locations; are made of 
galvanized sheet^iron; reflecting surface. 
No. 65o ' " painted white; fitted with medium screw- 

ing fully enclosed; special hook for haneme- made ,n ^l/ft , f. ^ceptacles; completely wired, wir- 
lengths. and strips for more than one cobfLde to Le^^^^^ ^■^'- '^-^^'hs; other strip 

KuEHL Strip Ltght^ 




No 



649 
650 
651 
652 



Description 



Strip-Light. I ',^-ft. long, 2 lights 
Stnp-Light. yh. long. 4 lights 
Stnp-Light. vft. long, 6 lights 
Stnp-Light. S-fr long. 10 hghts 




CoDp Word 



Ralltirgo 
KaWcnlo 

RdliOTWS 



WVf» 



*^ 
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- FOOTLIGHT SPOT 

KlieglFootlight Spots are self-contained, easily concealed, small, portable spotlights ac" 
commodating 250'watt, G.-^o Ma^da lamps; are usually placed m the footlight trough to 
project a concentrated beam of light of uniform intensity upon some person or object on 
the stage; may also be used in open fireplaces and other settings; can be operated from the 
wings — and controlled with a dimmer. 

No. 66 

Kliegl Footlight Spot No. 66 is a round type with lamp receptacle fixed in position; 
lens holder adjustable for focusing; equipped with j^}4" lens; furnished with 
asbestos covered leads; can also be furnished with a 334 '' mirrored-glass reflector 
back of the receptacle which increases the light volume fifty percent. 

No* 53 

Khegt Footlight Spot No. 53 is a square type with support designed for changing 
angle of inclination; furnished with 4}^" lens; adjustable lamp receptacle for 
focusing; removable color frame; and asbestos covered leads; can be furnished 
with 3^4'" mirrored' glass reflector back of the lamp receptacle which increases 
the light volume fifty percent. 

Kliegl Footlight Spots 




No. 66 




No. 53 



No. 


Description 


Price 


Weight 


Code Word 


53 
66 

926 


Foot ight Spot, Square Type without lamp or mirror 
Footlig It Spot, Rounc i ype wit lout lamp or mirror 

Mirrored G ass Reflector, 3^4 ", for Foot ight Spots 


$10.00 
12,50 

3.00 


5 bs. 
3K lbs. 


Cerrcile 
Chirks 

Shallot 



COLU MN LIGHT 



Kliegl Column-Lights are used for casting a flood-of-light upward on silk columns, drap- 
eries, statuary or other parts of the stage setting, and are designed to be readily con- 
cealed behind floral vases, shrubbery, and similar scenic properties. 

They consist of a sheet metal bowl-shaped reflector, 13^" in diameter, with 
a mogul-screw'base receptacle accommodating a 500- or loocwatt 0.-400 
and 1000- or looo-watt G.-48 Mazda lamp; reflecting surfaces are either 
lined with silvered "glass or painted a permanent white. Column'lights are 
provided with grooves for color frames. 

Kliegl Column Lights 




No. 


Description 


Price 


Weight 


Code Word 


554 

555 


Column-Light, Mirror lined reflector, without 

lamp or cable 
Column'Light, p ain white reflector, without 

lamp or cable 


$32.00 
20.00 


8 lbs. 
7 lbs. 


Olmos 
Olore 



No. 554 



VERTICAL-LIGHT REFLECTOR 

Kliegl Vertical-Light Reflector for fountain and fire dance effects is usually built to 
order and generally consists of a cylindrical box lined with mirrored-glass reflectors, 
fitted with arc or high candle power Ma^da lamps, and designed to throw the light 
vertically upward through a glass floor. Various colored mediums are used to produce 

the desired colored rays. Price Weight 

No. 293 Kliegl Vertical-Light Reflector, 24"xto''; two pairs of carbons $66.00 33 lbs. 



Weight Code Word 



Gnash 
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CENE PROJECTOR 

Kliegl Scene Projector (Linnebach Lamp) is a device used on the stage for projecting 
scenery on a drop curtain. The desired scene is painted on a large glass slide, 28 >^ inches 
X 40^:4 inches and projected in all detail and color upon a white muslin or linen drop 
specially prepared for the purpose (drop is treated with a preparation that closes all holes 

. between the weave of the cloth, and gives a gla2;ed finish to 
the curtain; curtain can be rolled without injury to the 
special finish). A scene 30 feet wide can be projected from 
a distance of 10 feet back of the drop. Projecting apparatus 
consists of an enclosed arc lamp or high candle power ''Mazi' 
da" lamp fiitted to a large sheet-metal hood, provided with 
slide grooves to accommodate the painted slide, and 
mounted on a telescopic floor stand with means for adjusting 
the height and angular setting of projection apparatus. 

No. 247 

Kliegl Scene Projector No. 247 is fitted with a 25:'ainpere 125'Volt arc 
lamp, operates on direct or alternating current; furnished complete with 
fed resistance, switch, connector, and 25'feet of stage cable. ^ 

No. 248 

Kliegl Scene Projector No. 248 is fitted with a mogul-screw-base re- 
ceptacle; for a looo'watt concentrated filament Mazda lamp; furnished 
complete with asbestos leads, connector, and 25-feet of stage cable. 

Kliegl Scene Projector 




No, 

247 
248 
249 



Description 



Scene Projector, arc type 
Scene Projector, "'Masda'' type 
Painted Slide for Scene Projector; hand 
painted, with wooden frame 



Price 



$175.00 
160.00 

85.00 



Weight 



no Lbs. 
88>^ lbs. 

14 lbs. 



Code Word 

Empracar 
Empreita 

Empress 



No, 247 



Transparent drops — specially prepared, can be furnished any size; prices on application 



SHADOWGRAPH 

Kliegl Shadowgraph, used for silhouette screen work, consists of an ^^arc" open-box 
light, fitted with a a^-ampere, hand feed, arc lamp, for operation on 125'volts, direct 
or alternating current, mounted on a pedestal stand, and provided with a specialopaque 
shutter with a small opening in the center; providing a brilliant Hght source suitable 
for producing shadows on a drop or screen. Other designs, such as a shadowgraph 
fatted with color wheels for producing illusions in three dimensions, are made to order. 

No. 246 Kliegl Shadowgraph with arc burner and shutter Price $50.00 Code Word Empoter 

FAC E^'O^GRAPH 

Kliegl Face^O-Graph is a device for projecting an enlarged image of the human face 
upon a screen It is used principally upon the stage, and lends itself to many novel 
variations m the hands of accomplished professional entertainers. It consists of a metal 
box fitted with two 50'ampere, i25^volt arc lamps, and the necessary lenses required 
for projecting the face in all its natural color and characteristics upon the screen It is 
furnished complete with fixed resistance, switches, and 50 feet of stage cable 

No. 250 Khegi FaceO^raph. arc type p,.,, $,„.^ Code Word 'Emprunt 
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No. 75 



No. 75-N 



CENIC^EFFECT PROJECTOR 

Kliegl Scenic^Effect Projectors (Sciopticons) are used principally in theatres to pro^ 
duce moving scenic effects— rippling water, moving clouds, rising flames, flying birds, 
et cetera— projected from rear of a transparent drop, from the v^ings, or from the balcony.' 

Apparatus consists of an arc, or high-candle-power "Mazda" lamp enclosed in a metal hood fitted with a 
condensing lense and slide grooves to receive effect holder. Effect holder is also fitted with a condensing 
lens and with slide grooves for holding effect in position. Effect is hand painted on a clear mica disc, enclosed 
in a sheet-iron casing, and is rotated by clock-driven or motor-driven mechanism. An objective lens fits slide 
grooves on front of effect casing (objective lens used depends upon the distance sciopticon is located from 
the drop, and the size of picture to be projected). 

No, 75 

Kliegl Sciopticon No. 75, arc type, 30-ampere, 125-- 
volt hand-feed arc lamp, operates on direct or alter- 
nating current; rheostat, adjustable from 60- volts to 
125-volts; furnished complete with condensing and 
objective lenses, telescopic pedestal stand, enclosed 
switch, asbestos leads, and i^-feet of stage cable; 
also furnished for a^o-volt circuits. 

No. 75'N 

Kliegl Sciopticon No. 75-N is a "Ma2;da'' type; fitted 
with a moguhscrew-base receptacle for loocwatt con 



Kliegl Scenic Effect Projectors fSciOPTicoN!i1 



centrated filament Masda lamp. This type is specially 
well suited for motion picture theatres where effects 
are shown during an overture or as a prologue to 
feature pictures. Several sciopticons located at differ- 
ent points can be controlled by the electrician from 
the switchboard without aid of other operators. 
When used with dimmers effects can be faded on and 
off producing striking novelties. Sciopticon is fur- 
nished complete with condensing and objective lenses, 
pedestal stand, asbestos lead wires, connector, and 
25-feet of stage cable, and with or without dimmers. 



Ho. 



75 
76 

75N 



Description 



Sciopticon, Arc type, jo-amperes, ii^-volts 
Sciopticon, Arc type, 30-amperes, 250'Volts 
Sciopticon, "Mazda" type, looo-watt, without dimmer 



Pare 



$92.00 

106.00 
70.00 



Weight 



78 lbs. 
89 lbs. 
44 lbs. 



Code Word 



Cicada 
Citadel 
Cholcum 



Price includes one sciopticon objective lens, Cat. No. 280 to No. 284, page 78. Specify catalogue number of objective desired. 
Dimmers for Sciopticon No. ^j'N, page 22. Effects are listed separately on page 6y. 
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STEREOPTICONS 

Kliegl Stereopticons, for projection of lantern slides and effects, in theatres, schools, 
lecture halls, and private gatherings, are made as single units, double dissolving and triple 
dissolving — m both arc and "Ma2;da" types; equipped with 4}4" condensing and ^^-si^e 
objective lenses, carefully inspected for optical perfection. 




No. 65 



No. 65 



Single Units 




No. 255 



Kliegl Stereopticon No. 65 is a single unit "Mazda" type — a small spotlight, 
fitted with a medium'screwbase receptacle, accommodates a 250- or 400- 
watt concentrated filament ^'Ma^da" lamp; is mounted with adjustable 
support on a telescopic pedestal stand; and is provided with a condensing 
lens and lens holder, slicie carrier, and objective lens with adjustable brass 
mounting. Stereopticon furnished complete with asbestos covered leads, 
connector^which also serves as a switch, and 25'feet of stage cable. 

No. 260 

Kliegl Stereopticon No. 260 is a single unit, arc type, fitted with a hand 
feed arc lamp (like one shown with Double Dissolving Stereopticon No. 255) 
mounted on a telescopic pedestal stand; a fixed resistance on the base, and 
enclosed switch attached to stand; furnished with objective lens'and two 
condensing lenses, one positioned in the hood casing, the other in a con- 
densing lens holder; (condensing lens holder fits into slide grooves on the 
hood, accommodates the slide carrier, and the objective lens holder); fur- 
nished complete with asbestos leads and 25'feet of stage cable. Stereopticon 
can be used as a spotlight by removing the condensing lens holder; color 
frames can be inserted in the slide grooves. Arc lamp requires 25'amperes 
and operates on ii^-volts, alternating or direct current; can be furnished for 
operation on 250'volts; can also be furnished with hood fitted with mogul- 
screw-base receptacle to accommodate a looo-watt concentrated filament 
Mazda lamp instead of the arc lamp. 



Double Dissolving 

Kliegl Double Dissolving Stereopticons are so con- 
structed that slides can be projected on a screen 
without loss of time or darkening of the screen be- 
tween slide changes; used in theatres and schools, 
and by educational societies and professional en- 
tertainers. Two hoods are mounted one above the 
other and fitted with an iris dissolver; means are 
provided for adjusting angle between hoods so that 
both focus on the same spot. 

No. 255 

Kliegl Double Dissolving Stereopticon No. 255 is an arc type 
htted with two 25-ampere, 125-volt, hand feed arc lamps; 
adjusted by a knob projecting from the rear of the hood, op- 
erate on either direct or alternating current; each hood fur- 
nished with objective lens and two condensing lenses— one 
positioned in the hood, the other in a condensing lens holder 
which fits into slide grooves on the hood and accommodates 
the slide carrier and the objective lens; an ins dissolver is 
fatted to the objective lenses. Stereopticon furnished complete 
mounted on an oak base, intended to be set on a table or similar 
support. Fixed resistances assembled together, but unattached 
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to the stereopticoii, are provided, with enclosed switches 
asbestos covered kads, connectors, and two 25'foot lengths 
ot stage cable; scereopticon can also be furnished with a 
rloor stand having adjustable legs. 

No. 255-N 

Khegl Double Dissolving Stereopticon No. 255N is a "Mazda'^ 
type, with ins dissolver; hoods fitted with mogul-screwbase 
receptacles to accommodate looo-watt concentrated filament 
Mazda lamps; furnished complete with condensing and objec- 
tive lenses and slide earners, mounted on an oak base, and 
provided with asbestos leads, connectors, and two 25'foot 
engths of approved stage cable; can also be furnished with 
a tloor stand having adjustable legs. 



■ ' Triple Dissolving 

fmbed o^n m'.^^ S™eopticons, used pnncipally with Pose Plastic Acts (de- 

scribed on page67), consist of three single stereopticons, mounted one above the other; two 

.^ass^iilofii^ ^^^., are fitted with an ins dissolver and used to 

project special hand painted slides upon the 
body of posers clad m white tights, third stere- 
opticon projects effects such as falling snow, 
rising flames, flying birds, and the like, as an 
interlude between the pose slides. 

No. 254 

Khegl Triple Dissolving Stereopticon No. 25^4 is an arc 
type fitted with three 25-ampere, 125'volt hand-feed 
arc lamps, that operate on either direct or alternating 
current; whole mounted on a floor stand with adjustable 
legs; means are provided for adjusting the angle between 
the lamps so that all focus on the same spot; handle- 
projecting back of the lamp hood— permits adjustment 
of the arc lamp; furnished complete with three fixed 
resistances assembled together, but unattached to the 
stereopticon, with enclosed switches; connectors, and 
three 25-foot lengths of stage cable; objective lenses of 
any desired focus. 

Kljegl Stereopticons 




No. 



65 
260 
260A 

260N 

255 
25SA 

255N 
255NS 

254 



Description 



Single Stereopticon, "Mazda" type for 400-watt lamp 
Single Stereopticon, Arc type, i^-amperes, 125-volts 
Single Stereopticon, Arc type, 25'ampere3, 250-voIts 
Single Stereopticon, "Ma^da" type, for looo-watt lamp 

Double Dissolving Stereopticon, arc type, 25-amperes, ii^-volts 
Double Dissolving Stereopticon, arc type, 25'amperes, 125-voIts, with 

floor stand and adjustable legs ^ 

Double Dissolving Stereopticon, '"Mazda" type, for looO'Watt lamp 
Double Dissolving Stereopticon, "Mazda" type, for looo'watt lamp, 

with floor stand, and adjustable legs 

Triple Dissolving Stereopticon,. arc type, ly-ampercs, 125-volts, with 
floor stand and adjustable legs 



Price 



$65 .00 
83.00 
97.00 
68.00 

230.00 

255.00 
185.00 

210. CO 



375-00 



Weight 



Code Word 



43 lbs. 
66 lbs. 

79 lbs. 
40 lbs. 

80 lbs. 

114 lbs. 

43 lbs. 

73 lbs. 
72i^[bs. 



Chinse 
Finiras 
Fimtos 
Finitura 

Findest 

Findfaul 
Findlaye 



Fined 



raw 



Findbar 



Lk 



Mazda" lamps not included in the list price; listed on page io8 



Carbons for Stereopticons listed on page 104. 
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SKETCH LAMPS and OPAQUE PROJECTOR 

Kliegl Sketch Lamps and Opaque Projectors are used to throw upon a screen, cartoons 
and sketches while actually being drawn, and to project, in all detail and color, opaque 

objects such as photographs, drawings, paintings, live 
insects, and the like. Projectors are made in trans- 
■ parent and opaque types, with arc or Mazida lamps. 

Transparent Types 

Kliegl Projector No. 151 is a transparent type, especially well 
suited for cartoon and sketching acts; cartoon or sketch is drawn 
on a five-inch circular glass plate coated with a black substance; 
lines, as drawn, are projected on the screen; at a distance of 15 
feet from the screen it projects a picture 12 feet x 15 feet. 

Apparatus consists of a small table, with a light-tight hand'feed 
arc lamp concealed underneath, and fitted with lenses, reversing 
mirror, and other optical apparatus required for projecting the 
sketches. Arc lamp operates at 25-amperes on 125'volts — either 
direct or alternating current; and is controlled from the top of 
the table. Apparatus is light in weight, portable, and furnished 
complete with switches, fixed resistance, connectors, and 25'feet 
of stage cable. Transparent type projectors are also furnished 
fitted with a mogul-screw-base receptacle to accommodate 
a looo'watt or 2ooo'watt concentrated filament Mazda lamp, in- 
stead of an arc lamp. 

Opaque Types 

Kliegl Projector No. 252 is an opaque type for projecting photo- 
graphs, maps, printed matter, drawings, paintings, small live 
animals, insects, and similar opaque subjects — also sketches and 
cartoons while they are being drawn; all detail and color values 
are retained; from the subject area, 6 inches x 8 inches, it projects 
a picture 8 feet by 10 feet on the screen at a distance of 15 feet. 

Apparatus consists of a hand-feed arc lamp attached to a box 
fitted with lenses, reversing mirror, and other apparatus neces- 
sary for the projecting of the subjects chosen; suitable openings 
for the hands are provided, and a window to enable the operator 
to see within the box; furnished complete with arc lamp for 25 
amperes, 125 volts, which operates on either alternating or direct 
current, adjustable stand, rheostats, lenses, switches, connectors, 
and 25 feet of approved cable. Opaque type projectors are also 
made fitted with a mogubscrew-base receptacle to accommodate 
a looo-watt or 2000-watt concentrated filament Mazda lamp in' 
stead of an arc lamp. 

Kliegl Sketch Lamps and Opaque Projectors 




No. 251 




No. 



251 

251N 

252 

252N 



No. 252 



Desc 



RIPTION 



Transparent Type Projector, with arc 
lamp 

Transparent Type Projector, with 

"Mazda" lamp 

Opaque Type Projector, with i arc 
lamp 

Opaque Type Projector, with 1 
"Mazda" lamps 



Price 



$165.00 



250.00 



325.00 



ii^-oo 



Weight 



61 lbs 
41 lbs. 

87 lbs. 



Code Word 



74 lb 



s. 



Fimbria 

Fimctum 

Finage 

Finary 
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MOTION- PICTURE. STUDIO LAMPS 



S udt -Kl ■ ^)l^^'^^''^ ^T""" '^' "^"^'^ ^^^^^ ''' ^^^d in practically all American 
Ln tr7 tC^' T^ abbreviated, is a familiar trade word in the motion picture 

rndTJh J^ are powerful spotlights and floodlights, which, for economy, durability, 
and flexibility in lighting arrangements, are unsurpassed-signified by their extensive use 

Go dw!n'^^•^ Players^Lasky, First National, Fox, Sel.nick, Realart, 

Goldwyn, Griffith, Metro, Morosco and others. Outside the studios they are used fo; 
taking motion pictures in theatres, hospitals, factories, convention halls, and similar 
places, a so by photo^engravers and commercial photographers. They are all of the elec^ 
trie arc type usmg chemically treated carbons which give a brilliant white light several 
times greater in intensity than any other known source of artificial illummation, and a 
spectrum rich in actinic rays-rays which are all^important for photographic work and 
give a reflection that photographs with perfect definition-and the electric arc permits the 
design of lighting units which are not easily broken or put out of service. 

POTLIGHT 

for Motion Picture Studios 

KuEGL Motion^Picture^Studio Spotlights are used for intense spotlighting, directive or 
tollow^up flood lighting, back lighting (illummatmg back of head and body of performers, 

usually from some elevated point behind the setting, for 
the purpose of giving greater depth to the picture), cross 
lighting (spotting or flooding from the sides or wings of 
the setting to eliminate facial shadows) and many special 
effects are obtained by use of mediums, screens, iris shut' 
ters, et cetera, which fit into slide grooves provided on all 
Khegl Spotlights. 

They are high-power, hand-feed, long-range, arc spot- 
hghts made in 70-, 100-, 120-, and aoo-ampere si^es, op- 
erate on either direct or alternating current, 125 volts, 
and built for higher voltages when required. 

No. 11 

Kliegl Spotlight No. II is fitted with a yo-ampere hand-feed arc 
lamp; equipped with 6-inch condensing lens; hood, thoroughly 
ventilated, with front, rear, and base of cast aluminum and sides of 
Russian iron; lens mounted in a separate aluminum ring, supported 
at three points, with free air space all around for ventilation and 
unrestricted expansion; a large self-closing side door gives access to 
lamp for adjusting carbons and burner; arc lamp is mounted on slide 
rails with focusing arm and knob for feeding the arc extending 
through the rear of the hood; hood is mounted with an adjustable 
support on a telescopic pedestal stand, can be set at any angle, 
p^o. 11 r^istd, lowered, swung in any direction; resistance is mounted on 
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No. 21 



the base and provided with a switch so that lamp can be operated 
at both 35 amperes and 70 amperes; furnished complete with en- 
closed mam switch, asbestos leads, and 25 feet of approved stage 
cable. The loo-ampere spotlight No. 19 is of similar but heavier 
construction, equipped with an 8'inch lens. 

No. 21 

Kliegl Spotlight No. 21 is fitted with a lio-ampere arc lamp, 
equipped with an S-inch condensing lens; hood — with front, rear; 
and base of aluminum, and sides of Russian iron — is double lined 
with asbestos, thoroughly ventilated, mounted on telescopic 
stand, perfectly balanced, follows with remarkable ease, can be 
swung vertically through an angle of 180 degrees, and turned in 
any desired direction; plug connectors permit hood to be de- 
tached from the stand, and slide grooves accommodate color frames, 
color wheels, and effect attachments. Large spring-door gives 
access to lamp for adjusting carbons and burner. Arc lamp is of 
the hand-feed type specially constructed to accommodate the 
large size carbons, and made of manganese bronze to withstand 
the heat; can be quickly focused, smoothly and easily; lens is 
fastened in a separate casing designed to allow free circulation of 
air and unrestricted expansion; resistance is mounted on the 
base, and provided with two single-pole switches, permitting ap- 
paratus to be used at 60- and 90-amperes as well as at lio amperes 
— arc can thus be started at low current and held at that setting 
until full strength is required; main switch is enclosed and mounted 
under the hood; stand is provided with casters so that it can be 
easily moved about; furnished complete with asbestos leads, and 
25 feet of stage cable. The 200-ampere Spotlight No. 14 is of 
similar but heavier construction, equipped with a lo-inch lens. 

Kliegl Motion-Pictur-E-Studio Spotlights 



No. 


.^ . ■ 

Description 


Size op Lens 


Amp, 


Volts 


Price 


Weight 


Code Word 


11 
19 
21 
29 


Studio Spotlight 
Studio Spot ight 
Studio Spot ight 
Studio Spot ight 


6'' 
8" 
8" 

to'' 


70 
100 

120 
200 


125 
125 
125 

125 


$120.00 
220.00 
250,00 
450. 00 


loi lbs. 
163 lbs. 
200 lbs. 
26^ lbs. 


BergfeU 
Bicuda 
Blm\y 
Bohrahl 



Spotlights for higher voltage can be furnished. Truck with casters for round base spotlights, page loo. 

Carbons for Studio Spotlights, page 104. Iris diaphragm shutter for spotlights, page 81. Staindard range, stage spotlights, page j8. 



FLOODLIGHTS 

For Motion Picture Studios 

Kliegl Studio Floodlights C'Klieglights" and 'Xilliputs") are used to floodlight scene 
settings and subjects for motion-picture photography, still photography, and photo- 
engraving processes. They provide an exceptionally briUiant clear 'white Hght, evenly 
distributed. Arcs are fed automatically, maintaining a constant light value. They 
are portable, of compact and durable construction, and furnished for operation on direct 
or alternating current. ''Klieghghts" are the larger studio lamps used for floodlighting 
wide areas. "Lilliputs'' are much smaller and extremely compact units for "close up'' 
floodlighting. 
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" Klieglights" 



Klieglights tKliegl studio floodlights) are primarily open^box reflectors fitted with two 
powerful arc lamps that produce a brilliant flood of light. Slide grooves accommodate pns^ 
matic^glass hght^screens for thoroughly diffusing the light. They are made as single and 
double units m both pedestal and suspension types. 



No. 1011 

"Klieglight" (studio floodlight) No. ion is a 
single unit, pedestal type, fitted with an auto- 
matiC'double-burner-arc-lamp (two '^ 5-ampere 
arcs in series); contained m an all-metal hood- 
reflector; slide grooves in front for frames 
holding prismatic-diffusing glass or other 
mediums; hood-reflector is suspended on a 
steel cable passing over a pulley at top of a 
wrought iron stand and wound on a small 
hand windlass near the base; can he raised or 
lowered from 4'feet to 8-feet above the floor; 
enclosed thoroughly ventilated fixed resistance 
and switch are mounted on base; provided 
with casters so that it can be easily moved 
about; furnished complete with asbestos 
leads, 25-feet of stage cable, and metal frame 
with diffusing glass; operates on i20"volts 
direct current; a so furnished for operation on 
alternating current and on higher voltage, as 
shown m listing. 

No. 1021 

"Klieglight" (studio floodlight) No. 1021 is a 
double unit, pedestal type, similar in con- 
struction to the single unit Klieglight except 
that it IS provided with two hood-reflectors 
complete with automatic-double-burner-arc 
lamps, mounted on a correspondingly heavier 
stand, with two windlasses, two resistances, 
and two control switches; lamps are inde- 
pendently controlled and adjusted; top hood 
can be raised 8 feet 4 inches above the floor and 
bottom hood lowered to 4 feet 2 inches from the floor. This model is an exceptionally efficient studio light- 
occupies the same floor space as a single unit '^Klieglight'" but gives double intensity and illuminates a much 
greater area; furnished complete with asbestos leads, two 25-foot lengths of stage cable, and two metal frames 
for prismatic -diffusing glass; operates on 120 volts direct current; also furnished for operation on alternating 
current and on higher voltages, as shown in listing. 




No. 1021 



No. 1011 




No. 1012 



No. 1012 

"Klieglight" (open box studio flood light) No. 1012 is a single unit, suspension 
type, having a hood-reflector of the same identical construction as that of the 
pedestal type No. loii, but without stand and unattached to the resistance 
or switch—so arranged that hood may be suspended overhead and resistance 
with switch set elsewhere, usually somewhere on the floor; a hinged frame is 
provided in front of hood for holding prismatic diffusing glass; furnished com- 
plete with hangers, resistance, switch, and 50 feet of stage cable; operates on 
120 volts direct current; also furnished for operation on alternatinij current and 
on higher voltages, as shown in listing, and in banks of two or more units when 
so required. 
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Klegughts (Continued) 



No. 



Description 



Volts 



Price 



Wbcht 



Code Word 



1011 
1013 

1021 

1012 
1014 



KHeglight, 

Klieghght, 

Klieglight, 

Klieglight, 

Klieglighr, 



1015 

1017 

1025 

1016 
1018 



\ 



Klieglight, 
KliegUght, 

Klieglight, 

Klieglight, 
Klieglight, 



Direct Current (35'AMP.J 

Studio Floodlight, single unit, pedestal type 
Studio Fioodhght, single umt, pedestal type 

Studio Floodlight, double unit, pedestal type 
Studio Floodhght. single unit, suspension type 
Studio Floodlight, single unit, suspension type 

Alternatwg Clrrent C35'Amp.) 

Studio Floodlight, single unit, pedestal type 
Studio Floodhght, single unit, pedestal type 

Studio Floodhght, double unit, pedestal type 
Studio Floodhght, single unit, suspension type 
Studio Floodlight, single unit, suspension t>'pe 



110 

2 TO 

IIQ 

110 
250 



$140.00 
156.00 

180.00 

IJO.OO 

14600 



no 

110 

no 
250 



140.00 
156.00 

280.00 

i^a.oo 
14^.00 



1 38 Ibe. 

146 lbs. 

212 lbs, 

70 lbs. 
77 lbs. 



138 lbs. 

146 lbs. 

212 lbs. 

70 lbs. 

77 lbs. 



Aloes 

Alpen 

AncJii-mo 

Alpaca 
Amaas 



Amfnt 
Anal 

Ararace 

Amepr 

Ancon 



Carbons for Klieghghts, page 104. 

"Lilliputs" 

Kliegl "LiLLiPUTs" (studio floodlights), in general design and operation, resemble 
^^Klieglights^' but are much smaller in size, very compact, light in weight; can be quickly 
taken apart and packed in a small parcel for transportation. Intended primarily as port- 
able lamps for use by motion picture companies on the road, and for use with "Klieg- 
lights"' in the studios for special lighting requirements, they are also excellent lighting 
units for "stills" in photograph galleries, and similar appUcations. 

Lilliputs have tv-'o arcs in series; automatically regulated; operate on either 
direct or alternating current; consume 15 amperes; lamp, rheostat, and hood 
form a complete unit and is frequently used in this form without floor stand; 
lamp unit alone is only 23 inches high — mounted on telescopic stand it is 66 
inches high; lamp hood is provided with slide grooves for frames holding dif- 
fusing glass or other mediums; furnished complete with telescopic stand, 25 feet 
of stage cable, and metal frame for diffusing glass. 

Kliegl "LrLLrptrrs" 




No. 



Description 



1050 
1051 
1055 

1052 



Volt? ' Price ! Weight 1 Code Word 



"Lilliput'" Studio Floodhght, with stand 
"LiUiput" Studio noodhght, without stand 
"Lilhput" Studio Floodlight, with stand 

Stand for Lilliput 



no 

no 
220 



$ 100 .00 

9550 

1 20.0c 



6.50 



50 lbs. 
20 lbs. 
35 lbs- 

10 lbs. 



Aptope 

AptT\S 

Apyrous 

Apuesta 



Carbons tor "Liliiputs," page 104, 



Travelling Cases for **Lilliput^' Studio Lights 

For travelling purposes, boxes designed to hold two, three, or four 
"Lilliput" studio lights, together with their stands and cables, can 
be furnished- 



No. 



Description 



No- 1050 



1057 I Travelling Case for 2 "Lilliput^' 

1058 ! Travelling Case for 3 "Lilliputs' 

1059 I Travelling Case for 4 "Lilliputs" 



Size op Box 
Inches 


Weight 


56^x20 xi-j^ 
56^128 X17X 
36K136KS17K 


TO lbs. 
70 Ibs- 
87 lbs. 



Pbjce Code Word 

i 



$16.00 I Aquelln 
10,00 Aqueux 
24.00 I Aqutruis 
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SPECIAL ARC Li 

For Motion Picture Studios 



M 



Kliegl Special Arc Lamps for motion picture studios are used to secure special lighting 
effects in photography, as the burglar arc lantern for a flash-light or dark^lantern effect; 
the fixture arc lamp for producing hghted^lamp effects; and the hand arc lamp for lighting 
performer s face, giving effect of a lighted match. 

Burglar Arc Lanterns 




No. 1063 



Kliegl Burglar Lanterns for mo- 
tion picture studios are small 
hand-feed arc lamps enclosed in 
a hood which resembles a dark 
lantern. Lamp is entirely en' 
closed and fitted with a con' 
densing lens; thoroughly venti- 
. lated; light tight, and provided 
with a wooden handle, requires 
15 amperes at 125 volts; is furnished complete with 
rheostat, switch, and 25 feet of flexible stage cable. 

Hand Arc Lamps 

Kliegl Hand Arc Lamps for motion 
:)icture studios are very small arc 
amps, designed to be concealed in the 

performer's hands — arranged with 




No. 1070 



spring-back thumb-control so that arc can be 
struck by performer, illuminating the face, pro- 
ducing effect of striking a match. 

Fixture Arc Lamps 

Kliegl Table Lamp and Fix- 
ture Lamp for motion pic- 
ture studios is a small 
compact hand'feed arc 
lamp, in a wire mesh en- 
closure, designed to be set 
in table lamps, floor lamps, 
chandeliers, electric wall 
fixtures, and similar scenic 
properties. No. 1068 is 
fed by a knob at the rear, 
and No. 1066 is fed from the bottom; No. 1061 
is automatic feed arc lamp for table lamps. 












No. 1068 No. 1066 



Kliegl Special Arc Lamps for Motion Picture Studios 



No. 



Description 



1063 
1064 

1061 
1065 

1O66 
1067 
1068 

1070 
1071 



Burglar Arc Lantern 

Burglar Arc Lantern, with resistance and cable 

Fixture Arc Lamp, automatic, with resistance 

Fixture Arc Lamp, hand feed at bottom, enclosed, with resistance 

Fixture Arc Lamp only, enclosed -^^ 

Fixture Arc Lamp, hand feed at side, enclosed, with resistance 

Fixture Arc Lamp only, enclosed 

Hand Arc Lamp 

Hand Arc Lamp, with icampere resistance 



Price 



$20.00 
40.00 

90.00 
54.00 
12.00 
29.00 
17,00 

12.00 
24.00 



Code Word 



Arahns 
Aracion 

Arabah 

Araeopc 

Ara^aie 

AraJ^an 

Ara/judt 

AranaU 
Aranata 



PHOTOGRAPHIC STUDIO LAMP 

Kliegl Photographic Studio Lamps, designed to meet the exacting 
requirements of masters in the art of still photography, are made in various 
forms of spotlights and flood light reflectors, and provide flexibility in 
lighting arrangements, absolute control of light volume, maximum lighting 
efficiency — with mobility, compactness, and substantial construction. 

No, 534 

Kliegl Photographic Studio Floodlight Reflector No. 534 is fitted with a medium screw- 
base receptacle for one 400'Watt G-jo "Mazda^' lamp; reflector is made of spun aluminum 
with reflecting surfaces highly polished, and provided with slide grooves for metal frames 
for gelatine color mediums; mounted with an adjustable support on a telescopic pedestal 
stand permitting reflector to be raised or lowered and set at any angle desired; furnished 

complete, with wiring concealed within the pedestal and coming out under the base a 

feature which prevents the lamp from being upset should the cable be pulled accidentally. 




^i»^ 




No, 534 



k I i1 
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No. 70-D 



and swivel bearings, 
and mounted on a tele- 
scopic pedestal stand 
permitting it to swing 
m any direction; base provided with casters; self-clos- 
ing spring'door gives access to lamp; receptacle is 
mounted on a sliding base with extension wing nut 
for focusing, and with y-inch mirrored-glass reflector 
mounted back of the lamp; furnished complete with 
asbestos leads, connector, and 25 feet of stage cable. 

No, 59 

Kliegl^ Photographic Studio Spotlight No. 59 is an 

Arc type spotlight with a ii-ampere hand-feed 

arc-lamp, arranged for operation at y, 14- and 21- 

amperes; external knobs provided for focusing arc and 

feeding carbons; hood, thoroughly ventilated, is 

made of Russian iron with aluminum frame front and 

rear, and fitted with a 4K'inch condensing lens; self- 

cJosmg spring'door gives access to lamp for replacing 

carbons and making adjustments: hood is mounted on 

speciaJly designed stand permitting it to swing 

through an angle of 180 degrees, raised to a height of 7 

feet above the floor, or set on the base 12 inches from 

the fJoor; base provided with casters; fixed resistance 

and snap switch, for control of circuits, mounted on 

pedestal; furnished complete with asbestos leads and 

25 feet of stage cable. 



No. 532 

Kliegl Photographic Studio Floodlight 
Reflector No. 532 provides a wide 
spread of evenly diffused light of any 
desired intensity; reflector (48'^X42") is 
made of sheet aluminum with reflecting 
surfaces highly polished; fitted with 
two rows of medium-screw'base recep' 
tacles; accommodates ten 2oo'watt 
Mazda lamps; receptacles completely 
wired to two independent circuits of 
four and six receptacles, evenly distrib' 
uted and controlled by two separate 
knife switches ; reflector is mounted 
with adjustable support on a telescopic 
pedestal stand — ^may be raised or low- 
ered and set at any angle desired; base 
provided with casters; furnished com- 
plete with asbestos leads and 25 feet 
of stage cable. 

No. TOD 

Kliegl Photographic Studio Spotlight 
No. 70-D is a "Mazda" type spotlight 
fitted with a mogul-screw-base recep' 

tacle for looo-watt concentrated filament Mazda lamp; hood of Russian iron 

with aluminum frame front and rear, equipped with a 5'inch condensing lens- 
supported m trunnion _ ^ 

1 '11 




No. 532 



^^~ -V"'-*'*^—.. \^M J- _- *— ^ 




No. 



70D 

59 
532 
534 



Kliegl Photographic STUDiO Lamps 



No. 59 



Description 




Photographic Studio Spotlight, ^'Mazda'^ type 
Photographic Studio Spotlight, ^Arc" type 
Photographic Studio Floodlight Reflector for lo lamps 
Photographic Studio Floodlight Reflector for i lamp 



Code Word 



Chivafou 
Chanson 
Odom 
Odwage 
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EXHIBIT and WINDOW LAMP 

Kliegl Exhibit and Window Lamps provide means for the effective illumination of articles 
and merchandise in show rooms, store windows, exhibits, et cetera— lighting the display 
with all the attractive beauty and color made possible with the various forms of spot- 
lights and floodhght reflectors now available. Many other types of lighting apparatus 
illustrated m this publication may also be skillfully adapted for purposes of display 
lighting. 

No. 533 

KHegl Floodlight Reflector No. 533 for 250'Watt, G'30, "Ma^da" lamp, is fitted with 
mediunvscrew'base receptacle, and designed to be mounted on a wall, beam. pilUr, 
or over windows; supportmg bracket is provided with swivel thumb-screw adjust- 
ment for swinging li^ht in any direction; reflector is made of spun aluminum, with 
reflecting surfaces painted white, and provided with slide grooves for metal frames 
for gelatine color mediums; furnished complete with asbestos leads and color frame; 
made in larger sizes, and also furnished mounted on a telescopic pedestal stand, ad- 
justable three to six feet, as shown in listing. 




No. 533 




No. 66-A 



No. 66A 

Klieg] Spotlight No. 66A for a 250-watt concentrated filament "Ma::da" lamp is 
fitted with a medium-screw-base receptacle fixed in position; lens holder adjust- 
able for focusing; equipped with 3>i" condensing lens; hcx)d, of Russian iron 
with aluminum frame front and rear, provided with bracket support and thumb- 
screw swivel adjustment; can be mounted on wall, ceiling, pillar, or floor; can 
also be used as a floodlight by simply removing lens; furnished complete with asbes- 
tos leads and color frame for gelatine mediums; can also be furnished with y^^'^ 
nitrrored'glass reflector mounted hack of the lamp to increase light volume about 
fifty percent; also with a round base instead of a wall bracket (No. 66B), or mounted 
on a telescopic pedestal stand adjustable from three to five feet (No. 66Cj, as shown 
in listing. 




No. 54 



No, 54 

Kliegl Spotlight No. =,4 for a 250-watt concentrated filament "Mazda" lamp; is 
fitted with a medium-screw-base receptacle, adjustable for focusing; hood is made 
of Russian iron, thoroughly ventilated, fitted with a 4^2 " condensing lens ; mounted 
on a round base; furnished complete with removable color frame for gelatine color 
mediums and asbestos covered lead wires; can be furnished with 3^4" mirrored- 
glass reflector mounted back of the lamp to increase the light volume about fifty 
per cent; also furnished mounted on telescopic pedestal stand with adjustment 
from three to five feet (No. 55) as shown in listing. 




No. 63 



No. 63 

Kliegl Spotlight No. 63 for 250-watt or 400'watt concentrated filament 
"Mazda" lamp is fitted with a medium-screw-base receptacle, adjustable for 
focusing; hood, made entirely of cast aluminum, well ventilated, is supported 
in trunnion and swivel bearings and mounted on a round base; light can be 
projected in any direction; front, fitted with a 4^4" condensing lens, is re 
movable — lamp may also be used as a floodlight; slide grooves provided for 
color frames; a 3 -''4" mirrored-glass reflector mounted back of the lamp; fur- 
nished complete with asbestos leads and color frame for gelatine color me- 
diums. 
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No. 70'C 

Kliegl Spotlight No. 70'C, for looo-watt concentrated 
filament, G'40, "Ma^da" lamp, is fitted with a mogul- 
screw-base receptacle, mounted on a sliding base with 
extension wing nut for focusing; hood, equipped with a 
5'inch condensing lens, and made of Russian iron, with 
alummam frame front and rear, is supported in trunnion 
and swivel bearings and mounted on a telescopic pedestal 
stand, permittmg any desired adjustment; self^Iosing 
door gives access to lamp; ^nnch mirrored -glass reflector 
mounted back of the lamp; furnished complete with 
asbestos leads, connector, and 25 feet of stage cable- also 
furnished with a round base (No. 70-B) or with a wall 

bracket (No. yo-A), as illustrated and shown in the 

listing. 



« '^- '' .-^ 



No. 64 r^ 

Khegl Spotlight No. 64 is identically the same lamp de- 
scribed as No, 63, but mounted on a telescopic pedestal 
stand, instead of the round base, providing a vertical 
adjustment of from three to five feet; stand is finished 
m black enamel. 



No. 



533 
534 
535 

537 

66A 
66B 
66C 

53A 

54 

55 

62A 

63 

64 

70A 
70B 
70C 

926 



Kliegl ExHiBn and Win^dqw Lamp s 
Description 



F.ood,.,ht Reflector: u^^:^^!,^^^ '::::z^:Jt^:i 's 

Spotlight No. 66, with wall bracket ""^ 

bpot ight No. 66, with round base 

Spotlight No. 66. with telescopic pedestal stand 
Spotlight No. 53, with wall bracket 

bpot ight No. n, with round base 

Spotlight No. n, with telescopic pedestal stand 

Spotlight No. 62, with wall bracket 

bpothght No. 62, with round base 

Spotlight No. 62, with telescopic pedestal stand 

Spotlight No. 70, with wall bracket 

bpothght No. 70, with round base 

bpothght No. 70, with telescopic pedestal stand 

Mirrored Glass Reflector. 33^" 



Price 


Weight 


$1 j.oo 


7.H lbs. 


17.00 


li^lhs. 


I^oo 


Il4 bs. 


18.00 


4 bs. 


16.00 


4X lbs. 


16-00 


9)4 lbs- 


20.00 


ly lbs. 


12.00 


6 lbs. 


12.00 


I2X lbs. 


15.00 


17^ lbs. 


22.00 


8 lbs. 


22.00 


ijXibs. 


ly.oo 


18 lbs. 


33-00 


14 lbs. 


noo 


i8|< lbs. 


39-50 


36 lbs. 


3-O0 


H lb. 



Code W ord 

Oehotas 

Otlioage 

Oficiar 

Ohmad 

ChiTOter 
Chirpeth 

Chirrias 

Cervinos 
Ccrvona 
Cesareo 

Chastiax 

Chata 

Chaudcl 

Chiunque 
Chiurlato 
Chiusura 

Shallot 



LONG-RANGE "ATTENTION" SPOTLIGHT 

fixed m position; lens holder adjustable for focusing fiVt^ftl '=^^P„^'th medium-screw-base receptee 
mirrored-glass reflector mounted back of ^e rprLmblTn ' '^ condensing lens, and with a^" 

Z'^Lr'^f ^TP'"^ "'* b^^^ket for l'untro"';TirS""''n P°'''^^' ^°- ^^A 'I'ustratedln 
and color frame for gelatine color mediums, ^ ^"' ""''"§• P'"^""' or Aoor, with asbestos leads. 

No. 67 KI«gl Long.Range "Attention" Spotlight P^^icb Weight Code Word 

$10.00 6 lbs, Chucl 
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PROJECTOR 



No. 253 



Kliegl Sidewalk Projector is used to project announcements 
lettering, and other messages upon the sidewalk, from a show 
window or other location within the building line. It con- 
sists of a small, inexpensive stereopticon, furnished complete 
with lens medium-screw-base lamp socket, and 8 feet of lamp 
cord with attachment plug; accommodates a loo-watt G-25 
amp bulb; and uses shdes %%" m diameter, with stenciled 
lettering or stenciled designs. . p,,, ^,,,, co.eWoKc 

Kliegl bide walk Projector t, , ^^ lu. f „ 

^ 5)14.00 4 ibs, r\ncap^ 



SIGNBOARD and PICTURE LIGHT 

Kliegl Signboard and Picture Light is used to illuminate bulletin boards, pictures 
signs, and similar articles on display; consists of a metal reflector with support for 
mounting on a frame or wall, fitted with a key socket, accommodates 25'watt tubular 

Ma^da lamp; reflector of tin with reflecting surface highly 
polished, and external surface finished in gold; furnished 
complete with 8 feet of lamp cord and attachment plug. 




No. 781 



Kliegl Signboard and Picture Light 



Price Weight Code Word 
$2.00 I lb. Re/ilon 



CEILING 



POTLIGHT 



Kliegl Ceiling Spotlight, especially designed for degree work, and also used for 
display Hghting; is arranged for mounting on a ceiling; resembles in general appearance 
a standard lighting fixture, but when illuminated throws a concentrated beam 

of Hght upon an altar, person, or some special object to 
be emphasized; is made of sheet-metal and steel, exposed metal 
surfaces finished in gold, with white glass globe, 16 inches in 
diameter, held in place by a hinged frame; equipped with a 
5" lens; furnished complete with Mogul lamp socket, and 
5-oo^watt 0-40 lamp; means provided for adequate ventilation. 

Price Weight Code Word 
No. 57 Kliegl Ceiling Spotlight %ioo.oo 25 lbs. ChamvXci 




GARAGE WALL^LIGHT 

Kliegl Garage Wall-Light, used to illuminate under bodies 
of cars being cleaned or repaired, is placed in walls of a garage 
at height about 2 feet above floor level; consists of a round, 
galvanized sheet-iron box, 12" in diameter, 8'' deep, with a 
parabolic aluminum reflector, and medium-screw-base lamp 
receptacle for i5o-'watt P.S.-25 lamp bulb; is water-and^vapor- 
proof; has a clear glass front % inch in thickness, and 
removable frame of cast aluminum. p^.ce weight Codeword 

No. 669 Kliegl Garage Wall-Light without Lamp $22.00 7 lbs. Rdnular 




h L'- 



■♦•ta 
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OUTDOOR FLOODLIGHTS 

Kliegl Outdoor Floodlights used for the illumination of buildings, statues, pageants, 
playgrounds, open-air theatrical productions, and countless other requirements, are 
designed both for close-range and long-range lighting, and Kliegl Brothers also contract 
to plan and erect complete floodlight installations for: 



Race Tracks 

Pugilistic Rings 
Skating Rinks 
Bathing Beaches 
Playgrounds 
Tennis Courts 
Band Stands 



Convention Hall Interiors 

Outdoor Theatricals 

Pageants 

Expositions 

Waterfalls 

Statues 

Signboards 



Buildings 
Railroad Yards 
Underground Excavations 
Night Construction Work 
Flying Flags and Banners 
Boat Landings 
Aerodromes, etc. 



Estimates, Designs and Terms furnished on request. 



/ 



Kliegl Outdoor Floodlighting Units are substantially constructed, weatherproof, thor- 
oughly ventilated, and correctly designed to give the proper distribution of light, for 
the service intended, as described under their respective headings. 

No, 560 

Khegl Outdoor Floodhght No. 560, used to light theatre fronts, display signs 
and similar applications, provides a brilliant flood of light spread over a wide 
area and evenly diffused; parabolic reflector, of sheet aluminum, is lined with 
white glass of high reflecting qualities; glass lining is made m small sections and 
fastened in place with removable brass pins— in case of breakage they can be 
replaced easily at little cost. Reflector is fitted with a mogul sere w'base re- 
ceptacle for 500- and looo-watt G'40 or looo- and 2ooo'watt G-48 Mazda 
lamp; and is completely enclosed, with a water-tight heat-resisting curved- 
glass front; furnished mounted with an adjustable support on a short tripod 
stand permitting hood to be set at any desired angle. 

No. 561 

Kliegl Outdoor Floodlight No. 561, used for illuminating buildings 
from marquees and countless other applications; also suitable for illu- 
minating sunken gardens, shrubberies, outdoor performances, et cetera 
provides an extremely wide spread of brilliant light, evenly diffused" 
consists of a galvanised sheet-iron box (20" long x h" high xi^vJ 
deep) with aninclmed wire-glass front; contains two mogul screwiase 
receptacles with all-n.etal, silvered reflectors for two 50^-watt P S 
40 Mazda lamps, and so arranged that incline of the lamps and re- 
flectors can be altered within the box to suit projection requ remen s- 
t^:T^' weatherproof; external surfaces^ainted'a 




No. 560 




No. 561 



No. 562 

KHegl Outdoo.Jloodl,ght No. ,6. .s a g,gantic reflector for two looo- 
watt P. S.'5i Ma:da lamps; used to floodlight great open spaces as 

buildmg fronts, signboards, and the l.kT Zey frSctTifeZ'^p)^'' '?"" »"«^- ^"d so forth, as well as 
glare-a feature of great importance where athletife^ents are tnh^ widespread of Hght without a blinding 
cast alummum with weatherproof covermgs wWch house the mn„H '"^°^"^"^''' ^ase of reflector is made of 
allow free circulation of air; bL is ahoS S^n acSultab,^^^^^^^^^ -^ designed to 

or other .eans of support (usuall, mounted about 40 Lt from tht^o^^nd^ar todT'adTo^g^ 
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vanized sheet iron-spreads out to a large 3o>^^" x 28" opening; though substantially constructed throughout, 
It IS comparatively light in weight and can be easily handled. No. 56:, is the same design but made to accom- 
modate one looo'watt lamp. ' 

A somewhat similar gigantic reflector, 
with suspension mounting, and de- 
signed to reflect all the light down- 
ward, 13 available for lighting large 
auditoriums. It is made in two sizes; 
one 30" high with opening 35" m 
diameter to accommodate one 1000- 
watt P.S.-52 Mazda lamp; the other 
22" high with 24" opening for one 
5C0-watt P.S.-40 Mazda lamp. The 
, lamps are suspended in the socket so 
as to burn, as intended, with the fila- 
ment down. 




No. 562 

No. 660 

Kliegl Outdoor Floodlight No. 660, for long distance floodlight projection, 

used for outdoor theatricals, pageants, and the like; projects the light a dis- 
tance o{ approximately 300 feet, can be focused for a narrow or a wide light 
beam; illuminates the chosen area with clear definition, leaving surroundings 
in desired darkness; looo-watt P. S.-^2 Mazda lamp is housed in a long cylin- 
drical hood fitted with a mogul-screw-base receptacle; i j-inch all-metal silvered 
reflector back of the lamp is mounted on an adjustable arm with handle extend- 
ing outside of the hood for focusing; interior of hood is painted a dull black 
including hght shields in the center of the housing, thus ehminating undesired 
reflections and making the light source practically invisible from any place 
other than the illuminated area; hood is provided with slide grooves for color 
frames, and is mounted with an adjustable support on a telescopic pedestal 
stand permitting any desired setting; it is furnished with or without a heat- 
resisting glass front, and with a mirrored-glass reflector in place of a silvered- 
metal reflector; also in a larger size for a 2000-watt Mazda lamp. 

Kliegl Outdoor Floodlights 




No. 



Description 



560 
561 



562 
563 
564 
565 



660 
661 
662 
663 
664 



Outdoor Floodlight, glass'lined reflector, curved'glass front 
Outdoor Floodlight, all'metal silvered-reflector, inchned front 

Outdoor Floodlight, giant reflector 

With horizontal mounting tor two tooo-watt lamps 
With horizontal mounting for one looo-watt lamp 
With suspension mounting for one looo-watt lamp 
With suspension mounting for one ^oo-watt lamp 

Outdoor Floodlight, long distance projector 

With 13 " all-metal silvered reflector, tor lOOO-watt lamp, without glass front 
With 13 " all-metal silvered reflector, for lOOO-watt lamp, with glass front 
With 13 " mirrored'glass reflector, for tooo-watt lamp, wichoat glass front 
With 13" mirrored 'glass reflector, for looo'watt lamp, with glass front 
With i6|/^" mirrored-glass reflector, for looo-watt lamp, without glass front 



Pr 



(CE 



$41.00 
35.00 



80,00 
50,00 

45 'OO 
25.00 



40.00 

45-00 
55-00 
60.00 
95.00 



No- 660 



Weight 



24 lbs. 
13 lbs. 



49 lbs, 
44 lbs. 
44 lbs. 
44 lbs. 



35>^ lbs. 
40 lbs. 
40 lbs. 



Code Word 



44 



>^lbs. 
60 lbs. 



Onager 

Onhezet 



Oncavit 

Ondatra 

Onderxn 

Ondifcro 



Ramogno 
Puimoitir 
Ramosos 

Rampaute 
Rampoio 
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SEARCHLIGHT. PROJECTOR 

Kliegl Searchlight Projector is a long-distance unit for lighting outdoor theatrical pro- 
ductions — particularly where the light rays must be pronounced in an already well illumi' 

nated area ; consists of a hand^feed arc lamp with specially designed 
carbon holders that cast no shadow; housed in a Russian'iron 
hood; highly polished parabolic ground glass mirrored reflector 
mounted back of the arc; front provided with hinged frame door 
fitted with strips of plate glass; hood is accurately balanced in 
trunnion bearings on a telescopic iron stand, permits lamp to be 
raised or lowered and beam of light thrown hori2;ontally or ver' 
tically in any direction; furnished complete with rheostat, en^ 
closed switch, asbestos lead wires, and 25 feet of stage cable; 
can also be furnished with automatic feed arc lamps, if desired ; 
operate on iio'volt circuit, made in three si2;es. 




Kliegl Searchlight Projectors 



No. 



295 
296 
297 



Description 



Searchlight Projector, g", 25 amp, 
Searchhght Projector, ij", 55 amp. 
Searchlight Projector, 18", 50 amp. 



C 



ARBONS 



Positive 
Cored 



H" 



Negative 
Solid 






Price 



$180.00 
240.00 
350.00 



Code 
Word 



Goiter 

Gcmuti 

GonaSk 



No. 295 



CRY 



REVOLVING 

TAL REFLECTOR 



jss?"^^..^,-;;^.:— 



Revolving Crystal Reflectors are rotating mirrored devices, suspended from the ceiling 
of ballrooms, banquet halls and other places of public entertainment, which reflect sparkling 
and moving spots of light, like countless fireflies or floating lighted balloons, to all parts of 
the room, producing a delightful and entrancing effect. They consist essentially of a hollow 
steel frame, encased with sheet copper, external surface completely covered with small 

silvered'glass mirrors. A motor, which slowly revolves 
the reflector, is concealed within the framework, and opep 
ates on 120 volts, either direct or alternating current. 
Spotlights from several parts of the room are directed 
upon the reflector to produce the lighting effect. When 
motor^driven color-wheels are used with spotlights the 
effect is made still more attractive. Crystal Reflectors are 
furnished complete with motor. Special designs are made 
to order. 




No. 

244 
245 



Description 



No. 245 



Revolving Crystal Shower, :i6 " wide x i8 " high 
Revolving Crystal Shower, 40" wide x 14" high 



Price 

$230.00 
300.00 



Weight 



Crating or Travelling Cases furnished extra at cost. 




Code Word 

EmporUic 
Emporos 



♦^ 



521 West ^oth Street, New York, N. Y. 



Page 63 



:Sf*' 




No. 2040 



No. 2042 



No. 2041 



ELECTRIC FOUNTAIN 



Kliegl Electric Fountains are small self-contained, beautifully illuminated, artistically 
designed fountains, with actual water sprays spurting, splashing, and sparkling m a 
most attractive manner; can be set on a table or pedestal, and used in theatre lobbies, 
ball rooms, club rooms, dining rooms, fashionable stores, window displays, home 
libraries, and elsewhere. 



They consist of a clear-glass bowl containing water 
which is circulated and forced through jets by an 
electrically driven pump concealed in the base (re- 
quire no pipe connections). Each jet is provided 
with an adjustment to control both the force and 
direction of the stream. An electric lamp, mounted 
under a glass cone in the center of the bowl, lends 
brilliancy and sparkle to the water. Colored cellu' 
loid cones are placed over the center cone to provide 
various color effects — red, blue, green and amber. 
Fountains are made in various designs, as illus- 
trated; furnished complete, with the motor that 
operates on 110 or 220 volts, director alternating 
current, and with an attachment cord and plug for 
connecting to any standard outlet. 

No. 2040 

Kliegl Electric Fountain No. 2040 is assembled in 



a pottery base, attractively designed, m two tones, 
with figures m bas-relief, and furnished with all 
the previously described electrical and mechanical 
equipment. 

No. 2041 

Kliegl Electric Fountain No. 2041 is assembled in 
a brass base with neatly embossed flower designs 
and is furnished with all the previously described 
electrical and mechanical equipment. 

No. 2042 

Kliegl Electric Fountain No. 2042 is assembled in 
a brass base with embossed designs and circled 
with a ring of artificial roses naturally colored and 
illuminated, providing an entrancing design of ex- 
ceptional beauty; furnished complete with all the 
previously described electrical and mechanical 
equipment. 





Klifgl Electric Fountains 








No. 


Description 


Price 


Weight 


Code Word 


2040 
2041 
2042 


Electric Fountain, pottery base with figures in bas^re ief 
Electric Fountain, brass base with embossed flower design 
Electric Fountain, brass base, with il uminated flowers 


$155.00 
1 25- .00 
155.00 


33 bs. 
38 lbs. 
50 lbs. 


S\droc 

Sydus 

Sylectre 
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CENIC and STAGE EFFECT 




■t+iii 



ifi+*' 



OBJECTIVE-LEN 
AND NOLDEfi 



CONDENSINtj-LENS 
AND HOLDER 



Kliegl Scenic and Stage Effects are reproductions of natural phenomena and countless 
other forms of stage illusions. They embody mechanical, electrical, and optical con- 
tnvances, and are produced "with sciopticons, stereopticons, open ' box lights, spot' 
lights, and other types of stage apparatus. Kliegl Brothers, pioneer designers and man^ 
ufacturers of electrical effects for the American Stage, have a reputation for producing truly 
realistic effects with perfectly working mechanisms. Many Kliegl effects have been in con- 
tinuous use for more than a decade and are still giving satisfactory service — which speaks 
well for their workmanship, quality, and durability. 

A number of Kliegl effects have become standard, and are carried in stock, as listed on the 
following pages. New effects are constantly being designed. Special effects and lUusionary 
devices, and effects for degree work are made to order. 

EFFECTS produced with SCIOPTICON 

/ 

Moving Scenic Effects such as panoramas, flow- 
ing water, floating clouds, falling rain, rising 
flames; and fantastic effects such as climbing 
monkeys, swimming fish, falling flowers, et 
cetera; are produced with Kliegl Sciopticons 
(described on page 47). Effect is hand painted 
on a mica disc or on vertical slides enclosed in a 
metal case, with clockwork or motor drive for 
rotating the disc or moving the slides through 
the light beam. Effects that can be produced 
are unlimited. They are made with single and 
double discs, and in other forms, and two or 
more different effects can be combined. Effect 
casing has attachment which fits slide grooves 
on Effect Holder of the sciopticon, and is pro- 
vided with grooves for holding the objective 
lens in place. Casing can be turned on a swivel 
joint so that, for example, a flowing water ef- 
fect will move across the scene, and rain effect 
will move downward. 

Double Disc Effects have two discs operated by a single' 
clockwork, at different speeds; used especially for scenic 
and panoramic illusions, such as in 'The Vanderbilt Cup," 
where the clouds and distant hills in the background 
moved slowly while the foreground moved rapidly, giving 
a realistic effect of actually traveling through the country 
at an appreciable speed. Boat racing and horse racing ef- 
fects can be secured in the same way. 

Combination Eff^ects of two or more sciopticons can be 
used to produce unusual illusions, such as moving clouds 
and running water with islands appearing and disappearing 
(double disc effect) and with men swimming in the flowing 
water (moving film effect). 




EFFECT 

WITH CASING ANO CLOCKWORK 




SCIOPT<CON 

\ WITH EFFECT 

IN POSITION 



^_ 3^1 West ?oth Street, New York, N. Y 





Page 6'5' 



:t5f*' 



No. 78A 





No. 92 




No, 196 



No, 167B 




No. 138 





No. 242 



No. 105 A 




No. 109A 



peared on tfe roll.ng sea^the ^ be>n?f::;ed" n t fouT by^'d'-^n^.f ^"^^ ''''' ^^'^^^^^^ ^"'^ '^-P' 

£!?:£ ort&S-trh'"™"'^' r/* ^'°='"'°^' ^°""°' ""'>='^ -°^- -"^-' - =p->fed. Clock- 

; remote pomt" "" "'''™''''' °'"^'" '^' respons.b.Kty of wi^^dmg, and can be controTd C 

— Kliegl Scenic Effects — Produced With Sciopttcons 



Description 



Natural Scenic Effects 

Aurora Borealis (4 slides and color wheel with clockwork) 
Extra Color Wheel for Aurora Borealis with clockwork 
Aurora Borealis Rays (8" double disc with clockwork) 
Avalanche Effect (18" single disc) 

Blizzard Effect (18" single disc and slide) 

Burning Forest, Panorama View (18" single disc) 

Cyclone Effect (18" single disc) 

Cyclone with Flying Object (18" double disc) 

Cyclone with Flying Object (two separate effects, single disc?, for two machines) 

Fata Morgana (slide, hand movement) 

Flame Effect (18" single disc) 

Flowing Water fiB" single disc) 

Flowing and Rippling Water (18" disc and slides, 2 clockworks) 

Fog Effect (18" single disc) 

Fog Effect (18" disc and slides, 2 clockworks) 

Great Tidal Wave (18" single disc) 



Price 



No. 



$65.00 
2 5 .00 
7T-0O 
85.00 

8 5-. 00 
9?-oo 

80.00 
120.00 
165.00 

30.00 
80.00 
80.00 

130.00 

80,00 

120.00 

80.00 



78 
78A 
79 
80 

83 
84 

90 
91 

91 A 

102 
104 
105 

105A 
109 
109 A 

115 



Code Word 



Despojo 
Despuo 
Desque 
Dessar 

Desuasi 
Desucto 

Desure 

Desurar 

Desusine 

Detengo 
Deterge 
Detexes 
DetiediT 

Detraho 
Detrects 

Dette 



-' .\\. 
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?taDuczD With ol:o 
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NAXriLU. SCENIC EFFECTS ( contmuetf 

Cava Efe et I iff* Jiac \JBTrfi Mountam Mdc; 

Ligfatmpg. Zigzag j brasa c■J^=ii(i£» wzcix lightnm^ abutters 

Ughtmn^ 2@a^ between c±k Clouds 5^ anci slides vita ightmng. 

\Uumghc Sun i.tma f'* iuc& with dadEwaris} 

VlitiTtignr Sin (toRt ^* iiaca witb-buni moveaienc} 

?Wbiamiehc Wajgr Rippie I nnca ttayeiling. ^kies, andficainmg^^irutterC^ No. y^) 

Moon ^crurc !Siite3- 'joxdi ^Appearing: md Diaap^Baring. Clouds- 1 11 disitai 

^'lo^TCg Clouds v:cii Disappearing Mooai ' fori. aacinnes; aie id" ■ Hk mov mg ^dcmd, 

dcHkwBk: and one oHxin '^vnti doud. h^nd iced} 
Moving Couds Jsnch Hyra:^ Aeropiaiies ' li**" doubie Jiscj 
\lDving. Clouds -ATich Biang. or Settm:^ Moon. Appealing, uni Dtaappeaimg^ 

Clouds ui" :3iigie disc and siide; 
Movmw; Clouds with BUsaig: ar Setting: Sim I'tfl^dacandatidl^ 
Wimn^ Clouds .vich Stzicionar--- Mpcnj 1 id' ^im^e iisc ind.siid£ "^cith doci L ' -vo r k ; 
VIo^•I^a: HcBcy Couds id' an^e iisc snch docx • - :; 
Mo^^^^ Ere Clouds- id' sngje disc Jnzh docs'-vono 
Moving, hrrj-veiiv' Clauds- -.6" inumc disc •with doot'^pork; 
Movmg. ^torrn Clouds- id*" =ai^e disc -.v:tii do^-vOTit,' 
Movm^ Sunset Clouds id* angie disc '^mth dodtwooc) 
Vlovntg: Clouds 'xrich. Eowmg, Waoiraod .\ppeanng. [slands- 'two c^sJESMQlfiE^ 

Nii^ara. Ciils Hfecr 1 id' ntD^t disc 'xixh dtxx'^ork xaX ^i tipj 
Norraem Li^c Sfecr ' n' angie. iisc jukl doat'jponEj 

Oortn Bdppic I J nnci ^imrcii slides^ 

Ocean Wave* 1 aj' aogie disc -^ra :::ock-:vork,- 

Ocr^n W3.\-e5 -vidi ?inorania id" imioie dsc: .cith dock-vorkj 

?aiionana. N-loxin^ Countrv Scene id' anaie disc with dodcvorfc) 
Panorama. Vlovin^ Caumrr Scene id' ioubie dsc vim -uoatworKj 
Pinomma. Movmg. Dcserr. 5-ind Stcim Scsne: id' douDie iisc -mtt dockworit; 
PanoiTiaia. Mo^in^ Norrn ?oie. Iccie 3cctc id* dmiDier disc -with d 
?:iiiunLi[rd. MoMrr^ Bacr Trsi^: x^ne id' doubie aisc vitti dock-vark; 
?inonima. N'lo\-in^ SLiiroaa xi-ne id' douiMe disc vith ;:oc:i.-vorK; 
Finomim. Vkmcg. Winter 5-2ne id' doubie disc ^cfa dackvTOtk} 
7inDraina. \'lo\7ii;^ Scene ^srts -with z^." doubie -mrri disc 
Planets. Moving: :d' angie dsc Jwm docswars; 
Praane Ere id' angje iiac viKt dock'vork,' 

Ram Seer 1^' .angie dsc md iiicej 

i^iin Sfect .\^cil Dn\Tng T^. .-isfarrsra nadnnesi 

^^.jn ar Atnes td" stngje disc ■:^nth doacrvorK; 

Ram or Fire iS' angje iisc ^vitii docswork; 

8al^bo^B Sfect gjass [jnams; 

Rainbow 5iide giae^ 

Raintjow Side rnicrj 

Riang. Etc id' angje disc vith liocx-vctrkj 

Rising Ete and Snone id' doubie disc -sncti dockwork; 

Riang Vlisc 3 mca traveiling =iidES %Ttn doa.'.vorKj 

Bdang. or Settmg VIdou hand icedj 

Rising, or 5eitnig Vlooit with satiomrr douds- hand reed] 

Rising, or 5emng ^s^sxat vith douds trTL^•elling. ^de ^th dooLwork- 

Rising JT S^jttmg Sun I hand r ted) 

Risng or Skiing ?un -v:m Stunonarv Clouus hand teed) 

Riang JT letting. 5un .v:th douds tiaveiling. stide -srith d 

Runnmg Water; id:' ^angiedisc with docs:A-anti 

SmdSiuiiu Sccrl'iS' angie disc -snth dQck-.vark; 

Sai^i Storm Sfecr > iS^ doiibie disc witti ziozsi'Kat^ 

Slides — WboD Ptctarc Sides 1x024.33:^ 

S- - - _ : - - : is. :nghiy coiornd: 

SnoiaeSoer^riJ' smgie iisc with dockworki 

^Dokc 2^jr id' ioubie disc with do ckwo rkj 

StKJw Btecr ■ i^' acQfcdisr 'jpith docsrjrork; 

anw ^stDiiu for rwo machines) 

Star, ^lootmg. Handfeed) 

Stars iddr. rod Jt ijrase riamc; 

3tais, Twmidin^ ' hazid anvement) 

Stars, T wimding: '«ith dock'woixj 

^utr^fer. ^dtit -waves.. pnans-and-T- :''■"- lides W3th d 

airTafe3:;asM^waiM6(BiaMfrandtrayedmgidues with zia^smtk) 
:-._-r tor tinattiaBdnnesr c Caption, r Lrra* i R^unar 
-luptian: ,id*^ angle disc and :aide: with docxwork; 

''iS^aUudi dac with z^ nrh mu if^ i 

andriannn, -.-rter; Ga, Jio. 
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tS5A 
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DetKxos 







I7«rau 
Detuajnty 

Damti 
Domift 



Ootom 

Dexur 

Oextvrm 

Dtxcra 



4 fsncmi 

DJkH£5 
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Pkice 



Fantastic and Special Scenic Effects 



" wh^SS^^S:^^^- r^^^"^-^^^ --- ^ ^--'^''^^^ -^ color 

Electric Fountam (iS'' single disc u.th fountain slide) 
Fa mg American Flags (18" single disc with clockwork) 
Fa hng Flowers (18" single disc with clock workT 
Fa ing Leaves (18" single disc with clockwork) 

^^^^:^^ ^-'" -^^^ ^- -^H clockwork) 

Fire Rockets (18" single disc with clockwork) 

Flying Birds (18" single disc with clockwork) 
F ying Bluebirds (18" single disc with clockwork) 
Flying Butterflies 18 glass disc with clockwork) 
Flying Butterflies (18" mica disc with clockwork) 

F v!n! Ph^f ^""aI''^"^' ^'^' ^'"^'^ ^'^^ ^'^'^ clockwork) 
Frnl?r?«^' 3nd Skeletons fi8" single disc with clockwork) 
irogs (18 single disc with clockwork) 

Inferno, Spectacular (18" double disc with clockwork) 

Jumping Insects (18" disc with shutter for objective) 

Pyrotechnic Effect (for 3 separate machines); . fireworks ascending, i Rocet Effect 

River of Souls (18" smgle disc with clockwork) 

Rowing Scene (for 2 machines, . discs, i wave and . panorama) 

Shdes— Die V/alkure" (4 slides) 

Swimming Fish (18" single disc with clockwork) 

Twinkling Moon, comical (hand movement) 

Uncle Tom's Vision (for 2 machines: i Cloud effect; i Vision w.th Angels) 






f $150.00 

I 9^0 
i 40.00 
' 110.00 

120,00 

I 

85.00 
15.00 

110.00 
90.00 

12.00 

3500 

95.00 

120.00 

120.00 

9500 

120.00 

1 20, 00 

70.00 

85.00 

I20_00 

1 30.00 

120.00 

120,00 

180.00 

I5O-OO 

150.00 

90.00 

120.00 

90.00 

240.00 

120.00 
165.00 

48.00 
85.00 

20. GO 

187.00 
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No. 



131A 
77A 
77 
7bC 

82 

87 
92 
88 
89 

93 

94 
95 

97 
98 
99 

99A 
100 
103 A 
103 
106 
107 
107 A 
108 
108A 
111 
112 

no 

117 

119 

156 

168 
169 

177 
186 

188 

190 



Code Word 



Dei'dncons 

Despojais 

Despoil 

Desores 

Dcstazo 

Desum 
Desutarum 

Desumir 
Dcsurco 

Desutos 

Desitturi 
Desutum 

Desvclo 

Deswege 

De tales 

Detaihar 

Detaxer 

DetensOr 

Detenir 

Detmar 

Detono 

Dctordre 

Detorts 

Detoupe 

Detronar 

Detrudis 

Detrivi 

Detumui 

Detunso 

Devow 

Dhows 
Dhurra 

Diablon 
Dxadelc 

Diadota 

Didetis 



built, to meet individual 



requirements^ — prices 



Motor Driven Mechanism for Sciopticon Effects 

to™nsti7n?.wr' ?" ^' ^^'"^'^'^ H'^ ^''^ ^ ^1°^ «P^^d, a:r cooled, iio-volt mo^ 
wiCuwtlprel'co^^^^^^^ °" ^"'^^ '"''' - ^'^-"-"^ ™' -d prodded 



No, 



198 
199 



Description 



Khegl Effect Casing with motor and regulator, for single i8" disc 
Kliegl htfect Casing with motor and regulator, for double iS" disc 



Pric 



$72,00 
77. CO 



Weight 




Code Word 



Dialogoa 
Dianelic 



EFFECTS produced with STEREOPTICON 

Kliegl Stereopticons, particularly the double and triple dissolving stereooticons 
described on page 48, may be used for producing various natural and faltSS effects a^ 
shown in hsting, principally for Pose Plastic acts. ancasnc effects as 

In Pose Plastic acts a performer, dressed in white tights, takes a position in front of a screen ™h,lp ..»„» 
and effects are projected. Pose slides are hand painted n rich and effective colors w^thannm^^^^ U T 
ground; are 4 inches long by 3X mches h.gh, Ld blank space fofl^^r'^fiture.'afthe'cTr; beTis 
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1 1 Ar. ti,^^riQl Ikt nf Pose Plastic slides furnished on request. Entire pose 

^cL'lLi^fc^yJurnXnrth'i oPe-ed by s.al. clockworks, epec.l.y 

designed for stereopticons. ^^_^_^^ ^^^^^^^ P.qpuced with STBRBOPx.com 



Description 



Falling Flowers {small disc with clockwork) 

Flying Angels (small disc with clockwork) 

Flying Birds (small disc with clockwork) 

Flying Butterflies {small disc with clockworkl 

Fountain (small disc with clockwork) 

Lightning Slide, Zigzag (cut in brass) 

Lightning Slide, Zigzag, mica with clouds 

Moving Clouds (small disc with clockwork) 

Ocean Waves (small disc with clockwork) 

Opening of a Rose (small di&c, hand feed) 

Rising Fire Effects (small disc with clockwork) 

Sand Storm (small disc with clockwork) 

Snow (small disc with clockwork) - , - 

Slides— Pose Plastic— Dressing Act Slides of artistic design 



per slide 



Price 


No. 


$45.00 
45.00 
45.00 
45.00 

45.00 

3-50 
7.50 

45.00 

45.00 

45.00 

45.00 

45.00 

45.00 

Q.OO 


1187 
1188 
1189 
1190 
1186 
1191 
1192 
1193 
1194 
1198 
1195 
1196 
1197 
178 



Code Word 

Kaashut 

Yiaasrxop 

Kabdd 

Kflbin 

Yiaarta 
Kadsura 

Kalaucr 
Kam tcol 

Kalfd^n 

Diaboli 



EFFECTS pmdiuc^d with SPOTLIGHT: 

Aside from the moonlight beams, sunlight rays, and similar applications to enliven a 
stage setting, Kliegl Spotlights are also used with the following listed appliances tor 
producing various effects. 

Effect No 240, the Optiscope (Lobsterscope) is a metal disc having four various shaped openings, provided 
with gears and handle for rotating the disc and an attachment which fits slide gr(x>ves on spotlights. When 
handle is turned quickly a rapid succession of light rays is thrown upon the performers, producing a weird 
illusion, and has the effect of apparently multiplymg the number of performers as a result ot the rapid suc- 
cession of impressions made upon the eye. The effect is very startling. 

Effect No 24a produces all the colors of a sunset, on a drop, in a semi-circular form— disappearing below 
the horizon or mountam line without showing the sun, and for sunrise effect the operation is reversed. 
Other effects listed for spotlights are described elsewhere m this publication as indicated in the table. 

Kliegl Effects Produced With Spotlights 



No. 



240 

241 

242 

243 

257 

566 

22 

25 

20 

1180 
237 



Description 



Optiscope (Lobsterscope) 

Curtain Shutter (page 80) 

Color-changing Effect for Rising or Setting Sun 

Silk Roller, 7 colors, (page 76) 

Iris Shutter (page 81) 

Color Frame (page 75) 

Color Wheel (page 74) 

Color Boomerang (page 77) 

Color Boomerang for 4-section Lens Box (page 77) 

T^ 1- T^ ciT J J .^, /No. 1180, page 71) 

Radmm Dance Effect produced withj^^^ ^^g^^ ^^|^ ^'^^ 

Lightning Shutter (page 81) 



Price 



$12.00 
55.00 
25.00 
25.00 
15.00 

■ 55 

5.50 

18.00 
48-00 
15.00 
18.50 
12.00 



Code Word 

£mpo/ia 

Empopai 

^retpo\>tn 

Finerra 

Ondular 

Blush 

Bogey 

Biceps 

Atiph 

Atizara 

Enakide 



EFFECTS produced with SCENE PROJECTOR 

Kliegl Scene Projector or Linnebach Lamp, described on page 46, projects an entire 
scene on a prepared drop, and can be arranged to produce a gradual change from a winter 
scene to a summer scene in full view of the audience — or similar startling applications. 
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EFFECTS produced with OPEN -BOX LIGHT 

Twilight and Similar Color Lighting Effects are usually produced with Kliegl open^box 
hgh s. Twilight Effects show a gradual transition from sunlight to twilight and moon^ 
light, or vice versa from moonlight to dawn and day-obtained by silk or gelatine 
color mediums, as indicated in the listing. 

Kliegl Effects Produced with Open Box Lights 



No. 



Description 



588 
45 
50 
51 



Color Frame (page 75) 

Twilight Effect with 3 gelatine mediums (page 76) 
Twihght Effect, silk rolls of 7 colors (page 76) 
Twilight Effect, silk rolls of y colors (page 76) 



Price 



6.50 

40.00 
55.00 



Code Word 

Oorgat 
Bouffe 
Cento 
Cartes 



FIRE DANCE and FOUNTAIN EFFECT 

Kliegl Fire Dance and Fountain Effects are usually built to order and generally 
consist of a cyhndricaJ box hned with mirrored^glass reflectors, fitted with arc or high 
candle power Mazda lamps, and are designed to throw light vertically upward through 
a glass floor. Various color mediums are used to produce the desired colored rays A 
reflector used for this purpose is listed on page 45. 



ELECTRO^MECHANICAL STAGE EFFECT 

Kliegl Electro-Mechanical Stage Effects include all electrically operated properties 
for illusionary effects, either lighted or moving, and various sound-making apparatus. 
Effects listed are those most often used, but designs are unlimited, and any effect de^ 
sired can be made to order. 



No. 161 

Kliegl Rainbow Effect No. 161 is a device equipped 
with glass prisms; fits slide grooves of effect holder 
on sciopticons; pnsms break up the light and pro- 
duce the colors of the rainbow in semi-circular form 
(listed on page 66). 

No. 201 

Kliegl Flaming Torch No. 201 is hollow, made of 
metal with illuminated colored'metal flames on top 
to give appearance of brightly burning torch; fur- 
nished with lamp and battery; special designs made 
to order. 

No. 204 

Khegl Chemical Smoke Apparatus No. 204, used for 
producing smoke effects; consists of a hand pump 
and pressure tank with valve, and a tube system 
which passes through glass jars containing chem- 
icals for producing an odorless smoke when air from 
the pressure tank is permitted to flow; can be used 
anywhere with absolute safety and smoke can be 
directed through tube outlets to any place desired; 



pump and pressure tank are mounted on a heavy 
wooden base; chemical jars are mounted in a coh' 
venient wooden travehng case. 

No. 209 

Kliegl Electric Smoke Box No. 209 is a galvanized 
iron box containing heating coils, and provided with 
a tray on top to receive smoke powder. Electric 
current in the coils produces heat which causes the 
powder to give off a smoke cloud. By controlling 
the current the volume of smoke produced can also 
be controlled. 

No. 226 

Kliegl Noise of Wind Machine No. 226 is fitted 
with a hand driven blower which when turned gives 
off howling sounds characteristic of the winds. 

No. 230 

Kliegl Hand Lightning No. 250 is used to produce 
lightning flashes any place on the stage. It is held 
in the hand and operated by a push button. A pro- 
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tective screen encloses the arc. It is noiseless, 
much handier, and more effective than the old car- 
bon and file method. 

No. 232 

Kliegl Automatic Lightning No. 232 produces light- 
ning flashes hy magnetic make-and-break control of 
the arc, giving a rapid succession of flashes when 
switch IS thrown. It is usually suspended between 
the wings on the stage, and connected to a switch 
and rheostat on the stage floor. Where several of 



these automatic lightning strikers are located on 
different parts of the stage, a special panel is fur- 
nished by which all strikers are operated from the 
same control, and made to operate one after another 
it desired, by simply turning a handle. 

No, 1181 • 

Kliegl Radium Effect Ho. 1181 is an Ultra Violet 
Lens with filter and aluminum frame which fits slide 
grooves on spotlights; is used for Radium Dance 
Effects. 



Kliegl ElectrO'Mechantcal Stage Effects 



Description 



l":lttK UgSr^ftT'""' '"'•^™ ''-- '^'--' --'= -"^°- -"S current) 

Automafc Ughtmng Striker (w.th rheostat, swtch. and .5 feet of stage cable) 

Candle Stick (with lamp and battery) 

Cannon, 3 shots, with Electric Connections, S'-^ lbs 

Cannon, 6 shots, with Electric Connections, i^ lbs " 

rlZ^'W^ ^''''^ with Electric Connections, 30 lbs. (feed cable extra) 

Electric Fountain, Portable (see Paee 6x) 
Electric Garlands 



Price 



$18.00 
38.00 

4.50 

7.50 

12.00 

20.00 
45.C0 

2.75 

* 
* 



No. 



200 
232 
233 

202 

203 

203A 

203B 

204 

204A 

206 



Code Word 



Emhusy 

Emsiger 
Emuled 

Emendahas 

Emendatxf 

EmendatOT 

Emendavel 

Emender 

Emcndico 

Ementem 
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Description 
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Electric Musical Bells set of 18. with Resonator and Keyboard 
bmgle BeU with Resonator 
Keyboard Piano, iS-note 

Electric Smoke Powder for same, i lb. 
Fencing Act (with flashes) 

Fireflies {made in sets of 12. with battery and keyboard) 

Fireflies (made in sets of 24) 

Fireplaces, coal, gas, wood (see page 72) 

Flash or Explosion Box, with fuse, all inclosed, asbestos leads 

rlash or bxplosion Powder for same, 3 02. 

Flower, Illuminated 

Flower Basket, Illuminated 

Flower Bouquet (6 flowers illuminated, with battery) 

Hand Lightning (enclosed) ., . 

Hand Lightning (enclosed) with rheostat, switch, and 25 feet of stage cable, complete 

Illuminated Ball (8" in diameter, highly colored, complete with battery and light) 

Lightning Bolt (enclosed) 

Lightning Bolt (with rheostat, switch and 40 feet cable, complete, all enclosed) 

Lightning Bolt (complete with battery and wires) 

Lightning Flashes (with battery) 

Lightning Shutter for Spotlights 

Lightning Shutter for Sciopticons, with Zigzag Lightning Etfect 

Lightning Shutter for Sciopticons, with Cloud Effect 

Mephisto Hand Sparks Effect (the effect of sparks is produced between 2 metals 

without using current) 
Mephisto Hand Sparks Effect Attached to Gloves 
Moon Box (15" diameter, cable extra) 
Moon, transparent rising, complete with stepladder 
Noise of Wind Effect 

Other howling and whistling noises can be furnished 
Parsifal Grail Cup (with lights) 

Radium Dance Effect produced with No. 1180 and No. iiSi. 

Radium Liquid, visible only in Ultra-violet light per quart 

Radium Luminous Fluorescent Powder (glows in the dark) one ounce of powder with 
2 ounces of Hquid will cover 5^ sq. in.) 

Stars (11 twinkling and falling, complete with battery) 
Sun Box (24", cable extra) 

Telephone, with light in Mouthpiece 
Torch, Lycopodium 

Torch, Flaming (with lamp and dry battery) 
Ultra- Violet Carbons (see page 104) 
Ultra- Violet Filter Glass only, 6" square 

Ultra-Violet Lens only, made of Heat Resisting glass; 6" diameter, 10" focus 
Ultra-Violet Lens with Ultra-VioIet Filter glass. Aluminum Frame and Holder for 
Spotlight 

Water Shield for Ultra-Violet Filter 

Wireless (automatic lightning, with rheostat and cable) 



Price 



$110.00 
10.00 

25.00 
12.00 

7-50 
1.25 

* 

21.00 
42.00 

7.00 
1.70 

* 
10.00 

Q.OO 
28.00 

y.oo 

12.00 

3 TOO 

9.50 

8.00 

12.00 

J-50 

6.00 

10.00 

50.00 

45.00 
55.00 

15.00 
6.50 

100. CO 

15.00 

7,50 
5.50 
9.50 

5.00 
6.00 

18.50 

15.00 
40.0c 



No 



207t 

207D 

207E 

208 

209 

2 09 A 

212 
213 
214 

215 
215A 

219 
220 
221 

230 
231 

223 

235 

236 

236A 

234 

237 

238 

239 

224 
224A 
225 
225A 

226 

227 

1180 

1178 

228 
228A 

228F 

229 

201 

1183 
1182 

1181 

1185 
229A 



Code Word 



Emenso 
Emery 

Emetina 
Emeto 
Emetology 
Emetpate 

Emettre 

Emicas 

Emilio 

Emigrais 

Emigrcro 

Emilias 

Emitida 

Emktir 

Emptos 
Empusc 

Emolo 

EmuUif 

Emungi 

Emutas 

EmuUn^ 

Enalcide 

EnamouT 

Enaser 

Emotion 
Empale 
Emparer 
Emparin 

Empar^s 
Empenoir 

Atiplo 

Aticista 

Em phase 
Empight 

Empir\ 

Empilons 

Emenda 

Atomico 
Atohes ! 

Atizara 

Atonica 
Empimento 



t307— Electric Musical Bells are for musical production for hotels, restaurants, and theatres. The bells can be placed in any part of 
the theatre, separately or collectively, and are played by means of an electric piano keyboard. Eighteen bells are usually furnished 
as a complete set and are perfectly tuned to pitch desired. 

•Price on application. 



EFFECTS for DEGREE WORK 



Kliegl Illusionary Effects and special illuminated designs for degree work for all Fra- 
ternal Orders, can be furnished, and are made to order. Theatrical experience enables 
Kliegl Brothers to devise ingenuous Effects which operate smoothly— and combine beauty, 
novelty, and impressionable qualities. 
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55M- 






No- 2000— Type A 



No. 2010-TypeB 



No. 2012— Type C 



No. 2016— Type D 



FIRE LOGS and COAL GRATES 

ILLUMINATED 

Kliigl Burning Fire Logs and Glowing Coal Grates are realistic imitations of burn- 
ing wood logs and glowing coals. For years they have been used on the stage for camp 
fire and open fireplace scenic etfects, and now are also used extensively in show wi- 
dows, display rooms, clubs, hotels, and homes. They provide the final touch of art 
and realism to an open fireplace. 

Fire Logs 

Kliegl Fire Logs are made with three or more logs naturally grouped, in several designs 
and sues, tor open fireplaces and outdoor campfires; logs are hollow, made of wire gaure on 
a hght iron frame, covered with asbestos and translucent materials, modeled and'artistic 
ally hand painted to represent bark-covered burning logs; means are provided for inserting 
incandescent lamps m the hollow logs; by proper shading of translucent and opaque parts'^ 
and by reflection rrom below, when illuminated, logs glow with all the natural colors of 
burning wood logs; ash heap, when provided, is also made to glow by illumination. 
A flaming effect with fire logs is procured by flame-colored silk streamers, illuminated and 
fluctuating in the breeze of one or more electric fans concealed in the logs; streamers^ leap 
and quiver like actual flames. 

A still more realistic stage effect is obtained when smoke effect is used with flammff 
glowing logs, giving the appearance of actual flames and smoke rising from the burning 
logs (chemical or electrical smoke; No. 204, No. 209; Page 70). 

Actual cooking operations (for stage purposes-boiHng of water, frving, et cetera) with 
burning wood logs, are obtained by an electncally heated plate wb'ch can be furnished 
to fit into the logs — concealed trom view of the audience. 

Coal Grates 

Kliegl Co.^l Gr..tes are to all appearances actual grates of glowmg coals; iron baskets are 
Identically the same as those used with genuine coal fares; coal bed is made of lumps of 
;T h'^ K7f -^ l' ^"^T^f ^^"^ '^-fP^ ^^ ^^"'^^^'^d under the coal bed; when ilW 
. otiig coa?r' "' "'''''"'' '"" "'''" '° *^ '"^''-^ '^' reproduction of a 
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A flickering flame like that of a real bed of 

burning coals is obtained by causing 

shadows to pass between the lamps and 

crystal; two Rotors, which fit over the 

two lamps hidden under the coals, turn 
slowly and provide the flickering flames. 



No. 2025~Type K No. 2022-Type H Smoke rising from illuminated coal grates 

add a still more realistic touch, giving the 
appearance of actual smoke coming from the burning coal bed (chemical or electrical smoke; 
No. 204, No. 209; Page 70). 

■ 

Heating Elements 

Heating Elements can be fitted into wood logs or coal grates so that they actually furnish 
heat. Wood logs can be furnished with heating coils concealed in the logs, and coal grates 
can be furnished with heating coils or radiator lamps concealed in the coal bed; thus 
equipped, fire logs or coal grates give warmth equal to any electric heater — at the same 
time provide all the natural atmosphere of the real open fire. 

Kliegl Fire Logs and Coal Grates 



No. 


Description 


SlZH 


Price 


Weight 


Code Word 




1 

Fire Logs 










2000 


Type A, 5 logs, for fireplace 


i8"x 9" 


$45:^00 


10 lbs. 


Svariata 


2001 


Type A, j ogs, for fireplace 


21 X 12 


52.00 


15 bs. 


Svthxlius 


2002 


Type A, i logs, for fireplace 


/■ tt ft 

26 X 15 


60.00 


19 bs. 


Svt\tt 


2005 


Type C, y logs, for firep ace or camp-fire 


i8"x 9" 


42.00 


10 bs. 


Svetta 


2006 


Type C, 5 ojs, for firep ace or camp-fire 


22 "x 12" 


50.00 


15 bs. 


Sviando 


2010 


Type C, 5 logs, for firep ace or cam vfire, with flame and chemical 












smoke 


22 "x 12^' 


125.00 




Svicolava 


2012 


Type B, 6 logs, for camp-fires 


36" high 


75.00 


30 lbs. 


Sviluppo 


2016 


Type D, 2 logs, with one ash heap, for large open firep aces 


y'x 5' 


110.00 




Sviziero 


2017 


Type D, 3 logs, with one ash heap, for arge open firep aces 


5'x 3' 


150.00 




Svolazza 


2019 


Type A, with gas burners, made entirely of metal 
Coal Grates 


i8"x 12" 


65.00 




Svoltcro 


2020 


Type G, plain wrought-iron basket 


18 "x 9" 


25.00 


45 lbs. 


Swahh^d 


2022 


Type H, fancy wrought-iron basket 


i8"x g" 


36.00 


50 bs. 


Swarms 


2025 


Type K, fancy cast-iron basket 


i8"x 9" 


36.00 


60 lbs. 


Swecbs 


2026 


Type K, fancy cast'iron basket 


20 "x 12" 


40.00 


66 lbs, 


Swcrtia 


2027 


Type K, fancy cast-iron basket 


22 "x 12" 


42.00 


69 lbs. 


Swerved 


2028 


Coal Grate, Type K, fancy cast-iron basket 


^o"x 12" 


50.00 


80 bs. 


Swilhngs 


2031 


Heating Element (electric), with Reflector, for Coal Grates, each 




6.00 




Switzer 



Andirons are not included in Fire Log list prices. 



GAUZE for SCENIC EFFECT 

Kliegl Gauze for Scenic Effects is carefully selected for its strength, lightness, and 
flawless weave. It can be furnished from stock without seams in si^es 28'xi5o' and 

Drops in any other si^e can be furnished on request. Prices on appHcation. 



3o'xi5o' 
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ACCESSORIE 
PECIALTIES and APPLIANCE 
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iSH- 





No. 22 



No, 24 



No. 32 



No. 31 



C OLOR^ WHEELS 



Kliegl Color-Wheels are used on spotlights for changing color of the light projected. 
They are made for hand movement, and for automatic control — with clockwork or 
motor driven mechanism; supporting frame fits into slide grooves provided on all spot- 
lights; rotary frames are designed to hold several gelatine color mediums; any combi- 
nation of colors can be furnished. 

Automatic Color-Wheels may be operated from a distant point; spotlight with color-wheel located in gal- 
lery can be controlled from the stage; pressing and releasing a button turns the wheel from one color to 
the next; clock-driven automatic color-wheel No. 32, is equipped with electro-mechanical control device- 
motor-driven color-wheel, No. 31, is controlled by closing and opening the motor circuit— motor is a uni- 
versal type and operates on either alternating or direct current. 

A color-wheel, operated by a string passing over a pulley, No. 27, is made especially for use with spot- 
light No 66 A; spotlight can be located high above the floor, as in a ball room, and color-wheel operated 
trom the tloor by pulling the string. 

A Rotary color illusion is procured by color-wheel No. 28; color-wheel is 8 inches m diameter (larger in 
diameter than lens of the spotlight), and is pivoted at a point corresponding to the center of the lens or 
hght beam; when turned it gives a rotary color illusion. 

Kliegl Color-Wheels 



No. 



22 
24 
23 
31 

32 

27 

28 



Description 



Color- Wheel furnished with 5 colors, for ?" or 6' spotlights 
Color- Wheel furnished with 7 colors; for 5" or 6" spotlights 
Color- Wheel; furnished with 5 colors; for 8" spotlight 
Automatic Color- Wheel, with motor-dnven mechanism; furnished with 
6 colors; for 5 or 6" spotlights 

Automatic Color- Wheel with clockwork mechanism, and electro-magnetic 
control; furnished with 6 colors; for 5" or 6" spotlights 

String-Operated Color-Wheel, for spotlight No. 66A; furnished with 4 
colors ^ 

Rotary Illusion Color-Wheel, showing all colors at one time; furnished 
with 6 colors; for 5" or 6 spotlights 



Diameter 
OF Wheel 



18" 
^4" 



Weight 



19 



19 



« 



ff 



10 



f/ 



ft 



iK lbs. 
iH lbs. 
lbs. 

9M lbs. 

6X lbs. 

i}i lbs. 

I lb. 



Price 



$5-^0 

7.^0 

11.00 

60.00 

34.00 

4.00 

9.00 



Code Word 



Blush 

Bluster 

Blushful 

Bolenia 

Bolgeta 

Bogies 

BogOTis 



>4!f 



521 West ^-oth Street. New York, N. Y. 



Page 75 



!?+♦■ 




No. 570 



No. 566 



No. 575 No. 573 



No. 567 



- COLOR-FRAME 

Kliegl Color-Frames, for use with open-box lights, bunch lights, spotlights, and other 
stage, studio, exhibit and window lamps, are made in all standard si^es for both gelatine 
and glass color-mediums, and special si^es or designs are made to order. 

For open-box lights, bunch Hghts, and similar stage and studio lamps, Color-Frame No. 588 is frequently 
used with a gelatine color medium; consists of two wooden frames clamped together with wood screws. 
and fitted with guard wires. The gelatine medium is placed between the two sections. 
For spotlights, footHghts, border lights, and similar lighting equipment, metal color-frames with gelatine 
color mediums are generally used. They are made of sheet metal, for one or more colors, and can be fitted 
with any color of gelatine desired. 

Kliegl Color Frames 



No. 
566 

567 

568 

569 

570 
571 
573 

574 
575 
577 
578 
580 
581 

582 

583 
584 

585 
588 



Description 



Color'Frame of Metal for Gelatine 



Color-Frame of Metal for Gelatine 



Color-Frame of Metal for Gelatine 



Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 
Color-Frame 

Color-Frame 



of Metal 

of Metal 
of Metal 
of Metal 
of Metal 
of Metal 
of Metal 
of Metal 
of Metal 

of Metal 



for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 
for Gelatine 

for Gelatine 



Color-Frame of Metal for Gelatine 
Color-Frame of Metal for Gelatine 

Color -Frame of Metal for Gelatine 
Color-Frame of "Wood for Gelatine 



589 Color-Frame of Wood for Gelatine 
1045 Color-Frame of Metal for Glass 
1056 Color 'Frame of Metal for Glass 



No. OF 

Colors 



Color-Frame of Metal for Gelatine 



Size of 
Frame 



Used with Kliegl 

Apparatus — 
Catalogue No. 



Price Code Word 



8" X9" 


[5. 6,9, 10, II, 15,1 
\i6, 60, 61, 6g, 70/ 


$■35 


Ondular 


8" X15" 


/5,6.9,io, II, 15,1 
16, 60, 61, 69, 70I 


.85 


Oneatxs 


8" xit" 


/5, 6,9. 10, II, 15,1 
\i6, 60, 61, 69, 70/ 


1.50 


Onertc 


8" xay" 


fs.G, 9, 10. 11,15. , 
1,16,60,61,69, 70/ 


1-00 


Onfrcdo 


10'' Xll" 


19 


•75 


Ongekat 


11'' XIl" 


11 


.90 


Ongcplci 


4" ^4" 


66,67 


.10 


Oniro^ 


?;<"x6" 


53. 54. 55. 56 


■30 


Ononis 


Y y^^'A" 


61, 63, 64 


.35 


Onouif 


" 1 y" 
11 X I2y2 


540 


1.25 


Ontani 


iiH''yi 14" 


541 


1.25 


Onter/t 


10." XIl" 


533, 534. T35. 536 


1. 00 


Ontleed 


16" X16'' 


537. 538 1 


1.50 


Ontnopt 


T y T y 
1^)4 X I4>^ 

t 


[550, 55i. 553.1 
1554. 555 J ! 


1.50 


Ontosa 


ii^^x 12^" 


617, 544 


1,00 


Ontvalt 


g^'x i2><'' 


618 


1. 00 


Qntzag 


18" x2o" : 


fi, I'N, 3, 644.1 
\645, 660 / 


2.00 


Onusto 


18" xio" 


fi, i-N, 3, 644,1 
\645, 660 . J 


'55 


Oorgat 

- 


16" x 16" ! 


537. 538 : 


•55 


Ooruil 


26" X ly^^- 


fioii, 1013, 1021I 
\1015, 1017, 1025/ 


3-50 


ApSOTUS 


I5>^"x WA" 


1050, 1051, 1055 


2,50 


Aqueity 



Metal Color-Frames, all sizes, for glass, furnished with or without color-glass. Prices on request. 
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TWILIGHT^EFFECT COLOR^FRAMES 

Kliegl Twilight'Effect Color-Frame, for producing the vary- 
ing colors of twilight, and used with open-box Hghts or bunch 
bghts, consist of two supplementary frames— one an oak frame 
20 X18'', fitted with a frosted gelatine medium; the other a much 
larger frame, ao'^xyi", fitted with three gelatine color mediums 
amber red, and blue. The smaller frame slides into the grooves 
provided on all open-box lights or bunch lights, and the larger 
frame shdes vertically m grooves attached to the oak frame- both 
frames are furnished with guard wires to protect the gelatine 
mediums. Twihght effect is accomplished by shding the larger 
color frame up or down, the light changing from bright amber to 
dark blue, or vice versa. 




KlieglTwilight Color-Frames 



No. 



Description' 



45 
46 
47 



Price 



No. 45 



Twilight Effect Color-Frames, complete with gela- 
tine color mediums 

Twihght Effect Color-Frame. 2o"x5i 
without gelatine mediums 

Twilight Effect Color-Frame, io"xi8 
without gelatine mediums 



n 



tf 



separate, 

separate, 



$6,50 
2.00 



Code Word 



Bourn 




COLOR. ROLL 

skillfully blended together; arrangement permits movement of 

Kliegl Colok-Rolu 




No. 50 



No. 



50 
51 

52 
243 



Description 



P^I^^D^'n* ^ '""l^"'' ^°™Plete with frame; for open-box lights 




Code Word 



Cento 

Certima 
Empopcn 
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COLOR^BOXES 



Kliegl Color'Boxes or Boomerangs, used with spotlights, permit a quick change of 
color and protect the gelatine color mediums against damage from rough usage; consist of a 
metal box fitted with six color-frames^any desired combination of colors, arranged 

to be quickly placed in or out of position. If desired 
two or more colors may be used at the same time. 
An attachment, which fits into slide grooves on the 
spotlight, holds the color-box in place. 

No. 25 

Kliegl Color-Box, for 5- and 6'inch spotlights, is provided with 
handles for shifting color frames; box, i6"xio}4"x4)4'\ has alu' 

minum frame with galvanised sheet-iron back and open front. 





No. 26 

* 

Kliegl Color-Box, for 6- and 8'inch spotlights, is provided with 
pull strings for shifting color frames; sheet-metal box, 24"xt2"x 
'},)4", enclosed on four sides; finished in black enamel. 

No. 20 

Kliegl Four-Section Color-Box, for use with battery of four 
spotlights — set side by side, permits instantaneous and uniform change of color, or flood of light. Each 
color-box has six color-frames and one blinder; assembled in a wooden frame; pull strings, the 
same as on color-box No. 26, operate the color-frames and blinders. 

Kliegl Color-Boxes 



No. 25 



No. 26 



No. 


Description 


Price 


Weight 


Code Word 


25 
26 
20 


Color-Box tor 5- or 6'inch spot ights 
CoIof'Box for 6^ or 8 inch spotlights 
Four'Section Color-Box for battery of four 5 ' or 6 spotlights 


$18.00 
22.00 
48.00 


9K lbs. 
14 lbs. 


Bogey 

Boggle 

Biceps 



"^ 



DIFFUSING 



GREEN 



Kliegl Diffusing Screens are furnished with prismatic glass or frosted gelatine; fitted 
into metal frame; made in si^es to fit slide grooves of Klieglights, Lilliputs, Open-Box 
Lights, Bunch Lights, and Spotlights. The prismatic glass screen absorbs only i% oi 
the light value and is recommended for use m photographic and motion picture studios 
and wherever thoroughly diffused illumination of high efficiency is desired. 



No. 



1044 
1046 
1054 
1053 
1047 

1048 

1049 



Kliegl Diffusing Screens 



Description 



Diffusing Screen for Klieglights; metal frame with prismatic glass 

Prismatic Glass without frame 

Diffusing Screen for Lilliputs; metal frame with prismatic glass 

Prismatic Glass without frame 

Diffusing Screen for 8" Spotlight (Cat. No. 31); metal frame with 

frosted gelatine 
Diffusing Screen for 8" Spotlight (Cat. No. 19); metal frame with 

frosted gelatine 
Diffusing Screen for 6" Spotlight (Cat. No. n); metal frame with 

frosted gelatine 



Price 


Weight 


$6.00 
i.yo 
4-TO 
2.00 


iiK lbs. 

8>i lbs. 

4H lbs. 

I bs. 


1. 00 


X lb. 


.85 


H lb. 


.40 


X b. 



Size 



^6 " X 15K" 

^4K"x mKs" 
15" X 14^/8" 

i4X"x 13X" 



II 



ff 



X II 



ff 



il" xio" 



9" x8" 



Code Word 



Apsico 
Aptaham 
Apunto 
Apulwn 

Aptandi 

Aptheux 

I 
Aptness 
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LENSES 

Kliegl Lenses are carefully selected and tested for optical perfection-^lear crystal 
glass IS ground to accurate si,e and focus; free from flaws, carefully annealed- they are 
tough clear transmit light beams without affecting or changing colors, and Iccurat v 
control the light rays. They are stocked in a wide variety of si.es or streTticon 
sciopticon, spotlight, and other stage lamps and projection apparatus. ''''^°^'''°''' 

Sciopticon Objective Lenses 

KI.egl Sciopticon Objective Lenses used with sciopticons for nm 

on the stage where the distance from the projection apparatus to 
the screen or drop is comparatively short. They produce an cture 

rom thTsclr wC J" d" 'T^ " ''' '^"^ ^°°' "^ d^^"- 
fro. Sep pof^^^^-^^C"^:^ ^2 

fcftects and projection apparatus. g^uoves on 





No, 283 



No. 280 



No. 



Focus. Inches 



280 
281 
282 
283 
284 
285 



Size op Projection on Screen 




atDistanceof^j Tt. atDistanceoptoFt. 



6 — 10 feet 

8—12 feet 

14 — 18 feet 

40 — 60 feet 
12 — 16 feet 



Pric 



24 — 34 feet 
3a — 42 feet 
38 — 54 feet 



54^~6o feet 



Code Word 



$20.00 
20.00 

20.00 
20.00 
20.00 
35-O0 



Fisgado 

Fisgar 

Fisgorui 

Fismoll 

Fisode 

Fispel 




rv ,c,^ ^ Stereopticon Objective Lenses 

o? £^1s3;^oTed°otl:^ei?/i;.2 ^"0=^'"^ ''f -'^1-^ ''^^ ^ ^ -- 



No. 



No. 268 



265 
266 
267 
268 
269 
270 



Size 






Focus 
Inches 



4 
6 

8 

10 
12 

15 



10 



20 



Distance from Screen in Feet 



30 40 



50 



60 



70 I 80 



90 



100 



7 
4 



14 
10 

8 

6 



Size ofProjection on Screen in Feet 



110 



120 



21 




15 


20 


12 


16 


9 


12 


7 


10 


6 


8 



Price 




Code 
Word 

Fioler 

Fiorile 

Fiosso 

Fircus 

Firkin 

Fwmary 



vv I T T^ Long-Distance Objective Len«^« 



No, 



271 
272 
273 
274 
275 



Diameter 
OF Lens, 

Inches 



2^6 
2^6 

2% 



Focus. 
Inches 



18 

20 

24 

30 
^6 



Distance prom Screen in Feet 



50 I 60 I 70 I 80 



9o__ioo| no I 120 I 



8 

7y 

6 

5 



Size of Projection on Screen m Feet 



130 I 140 I ijo 



10 

9 

7-5 
6 



10.5 

8.75 

7 
6 



13 
12 

10 

8 

6.? 



15 

II 

9 

7 



17 

12.5 
10 

8 



19 
16.5 

14 

II 



21 
18 

15 
12 

10 



22.^ 

19.5 
16 

lO.'^ 



24 
21 
17.5 

14 
II 



26 
22.5 

12 



Price 



$25:. 00 
2^.00 
28.00 
30.00 
M.oo 



Code Word 



Firmicus 

Firuz 

Fiscalin 

Fiscella 

Fischere 
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No. 278 




No. 890 



No. 



890 

891 
892 

896 
897 
898 
899 

901 
902 
903 
904 
90S 
906 

909 
910 



Polyscope Objective Lenses 

Kliegl Polyscope Objective Lens, used with any stereopticon, permits projection of the same size 
picture, trom a distance of 40 to 80 feet, simply by adjusting a thumb screw— very useful for 
traveling outfits. p r- ,,, 

^ .-° Price Code Word 

^^^** Kliegl Polyscope Lens $ 55.00 Fisema 

Condensing Lenses 

Khegl Condensing Lenses, for use with spotlights, stereopticons, motion picture machines 
and other projection apparatus, are plano-convex, made of carefully selected optical glass, 
and properly ground to accurate size and focus. The Special Heat Resisting Condensing 
Lenses are tempered to withstand extreme changes of temperature without cracking. 



Standard Lenses 



Standard Lenses 



Diameter, 
Inches 



4K 
4H 
4K 



5 

6 
6 
6 
6 
6 
6 

8 
8 



Focus, 

InCHEc- 



6>^ 
9 

7K 
9 

7 
8 

9 

10 

12 

13 

8 

9 



Price 



$1 . 10 
1. 10 
1. 10 

3-50 
1.80 
1-80 
1.80 

4,40 
3.50 
2. 50 
2. 50 
1.50 
2.50 

8.80 
7.50 



Code Word 



Sex foil 

Sextant 

Sextidi 

Sfamava 
Sfascio 
SfaulU 
Sfecode 

Sferite 

Sfero(30 

Sfesso 

Sfihbio 

Sfidare 

Sfigmico 

Sfxrena 
Sfogare 



No. 


Diameter, 
Inches 


Focus, 

Inches 


Price 


Code Word 


911 


S 


10 


$6.50 


Sfongia 


912 


s 


11 


6,00 


Sforno 


913 


8 


13 


7.80 


Sfrangi 


914 


8 


I? 


5-?o 


Sfrato 


915 


8 


18 


5.50 


Sfregio 


917 


10 


12 


lyoo 


Sfrondi 


918 


12 


18 


28.00 


Sfrusaa 


919 


u 


at 


41'. 00 


S/uggi 



Special Heat Resisting Lenses 



920 


4>^ 


6H 


$6. 00 


Sfuriatd 


921 


4H 


114 


6.00 


Sgalera 


922 


4K 


W 


6.00 


Sgarro 


923 


5 


9 


7-50 


Sgolare 


924 


6 


9 


10, 50 


Sgozza 


925 


8 


13 


IX 00 


SgTana 




EFFECT HOLDER 

Kliegl Effect Holder with Condensing Lens fits slide grooves on 
spotlights and sciopticons, is provided with grooves for holding 
Effects in position, and is fitted with a 5-inch condensing lens, held 
in place by a split ring; holder is made of cast aluminum and has a 
spring ring-collar which prevents hght leakage. 



No. 838 Kliegl Effect Holder with Condensing Lens 



Price 

$8.50 



Weight 
4H lbs. 



Code Word 
Seance 




No. 878 



■ EXTENSION LEN 

Kliegl Extension Lens for Spotlights, used to increase the pro- 
jection range of standard range 5" and 6" spotlights, gives a 3-foot 
spot at a distance of 100 feet, is made of sheet metal, fits slide 
grooves on spotlights, is provided with slide grooves for color 
frames, and accommodates a condensing lens which is held in place 
by a split ring; furnished complete with 6" lens. 



Pr 



ICE 



No. 878 Kliegl Extension Lens (6") for 5" or 6" Spotlights $7.50 



Weight 



Code Word 

SeniWi 



-I 1 
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LIDE CARRIERS and ATTACHMENT 

Kliegl Slide Carriers for projection apparatus, permit 
slides to be changed quickly and conveniently; are made 
of wood and of metal; hold two ordinary lantern slides, 
mserted through openings in top of carrier, 

K.UEGL Slide Carriers 




No- 261 




Description 



SHJe Carriers, of wood, hold slides iyi"yi^" 
Slide Carriers, of wood, hold slides 4^X4 ''x5>^"' 
Slide Carriers, of wood, hold slides 6}i''yi^]4'' 
Slide Carriers, of metal, hold slides 3X"^4" 



No- 83 9 



Pr 



ice 



51.50 

2-50 

3-50 

2-50 



Code Word 



Finnois 
Pinora 

Fioche 



Kliegl Attachment for Slide Carriers permits regular lantern slides to be used with 
sciopticons; consists of a metal frame that fits grooves in front of Effect Holder on sciop- 
ticons; holds slide carrier, and is provided with grooves in front to hold objective-lenses. 

No, 839 Kliegl Attachment with Slide Carrier No. 261 Price $5.00 Code Word Sehago 



HUTTERS and BLINDER 

Kliegl Shutters and Blinders, for spotlights, projection apparatus and motion picture 
cameras, are used for controlling and framing light areas, for producing hghtning flashes, 
and for fading off and fading on lighting effects; fit grooves on all standard apparatus! 

Framing Shutters and Blinders 

Kliegl Framing Shutters frame stage openings or parts of drop curtain when Iight^ 
and^stage effects are projected; furnished complete in various forms illustrated. 









No. 33 



No. 33A 



No. 33B 



No. 33D 



No. 33F 



No. 33G 



n J fnr f H ^^^"'^V^^' ^^'^ ^°' ^^^^ f^^' ^'^ musicians or scene setting, has a movable mica diffusing 
pate or fading on or fading off the hght honzontaily w:th the curtain line Is the curtain is raised or low^^ 
ered, is usually operated from the projection booth, and fits grooves on 8" spotlight. 

Kliegl Pose Slide Shutter, No. 259, of metal, opens out to the right and left from the center, revealmg poser first. 

— Kliegl Framing Shutters and Blinders 



No. 



33 
33A 
33B 
33C 
33 D 
33 E 
33F 
33G 

241 

259 



Description 



Framing Shutter, sheet metal, for effects 

Framing Shutter, sheet metal, for Water Ripple Effect 

Framing Shutter, sheet metal, 9"x8"', for 5" spotlight 

Framing Shutter (similar jiB), ii"xio", for 8" spotHght 

Framing Shutter, sheet metal, i2"x8", for 5" spotlight 

Framing Shutter (similar 33D), i5"xii", for 8" spotlight 

Blinder, mica, for effects 

Blinder, tin, for effects 

Curtain Shutter, mica 

Pose Slide Shutter, sheet metal 
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Lightning Shutters 

Kliegl Lightning Shutters, for producing 
a sudden, momentary flash of bright light 
characteristic of lightning, are designed 
for use with Spotlights and Sciopticons. 

No. 237 

No. 237 No. 238 No 239 ^^^^^^ Lightning Shutter No. 237 is used with 

No. 238 

Effect mfT^^y .on^"f f^°- '^^l '' r'^ ^'^'^ Sciopticons m conjunction with a 2:g,ag Lightning 
k5 ,1 K A \ lu '°? ^ f "'u" "[ ^•"'^'™'» disc pivoted at the center with a clamp permittiL it to 
be attached to the objective lens holder on the sciopticon; so balanced that normally no 1,E projected 
except when disc is turned through one complete revolution, as openings in the disc pass thfobctw Tens 
sharp, quivering flashes of zigMg lightning appear. ^ oujective lens, 

No. 239 

Khegl Lightning Shutter No. ajg is used with Sciopticons in conjunction with Cloud Effect (No ij8)- 
consists of a hinged frame for holding a sheet of blue gelatine, with a clamp permitting it to be attached 
A rt"^ lens holder on the sciopticon, and provided with a finger grip; quick twists of the wnst 
produce flashes of bright white light giving the appearance of lightning occurrmgm the clouds. 

■ Kliegl Lightning Shutters 



No 



237 
238 
239 



Description 



Lightning Shutter for Spotlights 

Lightning Shutter for Sciopticons, used with zigzag lightning effect 

Lightning Shutter for Sciopticons, used with cloud effect 



Price 



$12. 00 
3-^0 



Weight 



4 lbs. 
lb. 



Code Word 

Enakide 

Enamour 

Enaser 




No. 257 



Iris Shutter 

Kliegl Iris Shutter, for spotlights and motion picture cameras, 
controls the hght from a pin point to full intensity; fits grooves 
on spothghts and is used for dimming and increasing the light 
volume, and for spotting objects with a ray of Hght before pro- 
jectmg full strength of light beam, and with motion picture 
cameras for fading pictures on and off. It is made with cast 
aluminum frame and diaphragm leaves of brass; provided with 
a lever for controUing diaphragm opening. 



Kliegl Irls Shutters 



No. 



257 
258 



Description 



Iris Shutter, 6" opening 
Iris Shutter, 8" opening 



Price 


Weight 


$15.00 
15.00 


iH lbs. 
5;< lbs. 



Code Word 

Finerra 
Fingiras 



Iris Shutter with 10" and 12" openings made to order. 

Iris Dissolver 

Kliegl Iris Dissolver, used with double dissolving stereopticon, permits a 
gradual transition from one view to another without darkening the screen at 
any time. It consists of two iris shutters operated by a single rod in such a 
way that as one diaphragm opens the other closes, and vice versa. It is 
simple, practical, and easy to operate; made entirely of metal, and fits long 
distance objective lenses- 




No. 256 



No. 256 Kliegl Iris Dissolver, for ^' size objectives 



Price $30.00 Code Word Findcss 
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ELECTRICAL FITTING 





a»+ 



Kliegl Electrical Fittings consist of a complete Ime of stage^floor pockets, wall pockets, 
portable plugging boxes, connectors, and other devices for quickly making connections, 
to stage lighting apparatus, studio lamps, et cetera, m theatres and motion picture studios 
-and also used in hotels, schools, industrial plants, photograph galleries, garages, ter^ 
minals and wherever electrical outlets (jo- to 400'amperes) or connectors {i- to ^oo^ 
amperes) are required. They are substantially made, liberally designed, and meet all 
Underwriters' requirements. For nearly thirty years Kliegl Brothers have been fore^ 
most in the development of electrical fittings of this character. 

STAGE^FLOOR POCKETS and PLUGS 

Listed by Underwriters' Labob-Morees 







1 .> 



No. 351 



No. 352 



#**?ftt»fc«^ 



No. 353 



No. 354 



Kliegl Stage-Floor Pockets provide means for connecting stage lamps and other port- 
able electrical devices to supply circuits. They set in the floor flush with the surface, 
have a hinged selfclosing cover notched for cable— cover is alv^ays closed whether 
pocket is or is not m use; made m four sues with i, 2, 3, and 4 plug-receptacles (^o-am- 
peres for arc circuits, 25-amperes for incandescent circuits); furnished with detachable 
sheet-iron box having conduit knockouts in three sides; surface plate and cover are 
made of cast-iron, and cast-iron frame, attached to the under side, supports porcelain 
receptacles at a convenient angle, position of receptacles and opening at base prevent 
dirt and other foreign matter from lodging therein; opening in bottom of box allows 
sweepings to fall through. 

Kliegl Plugs (No. 303, 50-ampere, for arc lamp circuits, and No. 302, 25-ampere, for 
incandescent lamp circuits) are furnished with stage pockets. A tongue attached to 
the receptacle frame indicates whether receptacle is intended for arc or incandescent 
lamps; tongue fits a corresponding groove in the plug, thus preventing the insertion 
of an arc plug in an incandescent receptacle, or an incandescent plug in an arc recep' 
tacle — and allows incandescent circuits to be fused lighter than arc circuits; plates on 
cover also indicate rated capacity of individual pockets; any desired combination, from 
one to four, of arc and incandescent pockets, can be furnished. 



■*«! 



521 West 50TH Street, New York, N. Y. 



Page 83 



•^*' 




Dimensions of Kliegl Stage-floor Pockets 



No. 351 



No. 354 



No. 

351 
352 

353 

354 

1350 



No. 


A 


B 


C 


D 


E 


351 


6>r 


ii^H" 


9^/6" 


I'A" 


9'A" 


352 


9H" 


iiyi" 


9'^6" 


iH" 


^W 


353 


12" 


iiyi" 


9^/16" 


loA" 


9>i" 


354 


WA" 


iiyi" 


0W' 


li^e" 


9H" 


1350 


7" 


8" 


9" 






R Pockets 


J ■ 

AND Plugs 






• 





DESCI^IpTrON 



Stage^floor Pocket and Plug 

Stage-floor Pocket and Plugs 

Stage^floor Pocket and Plugs 
Stage-floor Pocket and Plugs 

Stage^floor Pocket and Plug 



Number. 


Receptacles— Rating 






OF 

Pockets 






Price 


Weight 


Amperes 


Wire 


Volts 


I 


1-50 


2 


250 


$10.00 


17 lbs. 


2 


1-50 
li-ajj 


% 


250 


20.00 


27 lbs, 


5 


3-^5 


2 


250 


30,00 


32 lbs. 


4 


4-25 


2 


250 


40.00 


38 lbs. 


I 


100 


2 


250 


20.00 


22 bs. 



Code Word 



Huldgu 
Hu iotte 

nvXvXcr 
Hedge 



Plugs are included in price of Pockets. Extra plugs furnished separately as listed, page 87. 



WATERPROOF FLOOR^POCKETS and PLUG^ 



Listed by Underwriters' Laboratories 



Kliegl Waterproof Floor-Pocket is set in the floor flush with the surface and is pro- 
vided with special cover which prevents water and other foreign matter from entering 
the receptacle. They are used in schools, laboratories, industrial plants, theatres, and 
wherever it is desirable to have a waterproof floor^pocket — ^and are made for 50- and 
loo'ampere 2'wire, 250'volt circuits, and ^campere, 3-wire, 125-250 volt circuits. 



The floor box, of cast'iron, is drilled for i" conduit; sur' 
face plate and cover are made of brass; two covers are 
furnished— one, bell-shaped, which fits over the cable con^ 
nected to the plug and is screwed into the surface plate 
when plug is in place making outlet water-tight, the other 
a screw disc cover, used to close the box water-tight when 
the outlet is not in use. A Kliegl porcelain plug-recep- 
tacle with copper current carrying parts and terminal lugs 
is mounted in the floor box, and can be readily removed 
for making connections. A Kliegl Plug is furnished with 
the floor pocket. 




No, 300 





Kliegl Waterproof Floor'Pockets and Plugs 








No. 


Description 


Price 


Weight 


Code Word 


299 
300 
304 


Waterproof F oor'Pocket with plug, 3'wire, 30'ampere, 125-250 volts 
Waterproof Floor-Pocket with plug, 2'wire, 50''ampere, 250 volts 
Waterproof Floor 'Pocket with plug, 2-v^irej loO'ampere, 250 vo ts 


$31.00 
18.00 
30-00 


19 lbs. 
II Ibs- 
19 lbs. 


Hadcrravti 
Haedos 



Extra plugs furnished separately as listed on page 87. 
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W 



POCKET 



a 



nd PLUG 



Listed uV Unuerwriters' I.ABORATORiiis 



Kliegl Wall Pockets, intended primarily for use in theatres and motion picture studios, 
are also adaptable for use in schools, hotels, banquet rooms, assembly halls, industrial 
plants, and other places where heavy current temporary connections are required. They 
are made in both surface and flush wall types, in sizes which range from 30 amperes to 
400 amperes; 2% y, and 4'wire; for 125s 250-, and 500-volt circuits. 

Surface Wall Types 

Kliegl Surface- Wall Type Pockets, for mounting on the surface of the wall, extend 
from iy^" to 6" from the wall, depending upon the rated capacity, and can be mounted 
in a horizontal, vertical, or angular position; consist of Kliegl porcelain plug-receptacles, 
with copper current carrying parts and terminal lugs, fitted in a weatherproof iron box, 
suited for making conduit connections, and provided with a detachable cover. Single 
pocket is made with a cast-iron box and cover, all other sizes have sheet-iron boxes. 
Kliegl Plugs are furnished with the pockets; all two-wire plugs are reversible in the 
receptacle (except when ordered non-reversible); all 3-wire and 4-wire plugs are non^ 
reversing. 






No. 307 



No. 319 



No. 3307 



No. 4307 



No, 337 



Kliegl Surface Wall Type Pockets and Plugs 



No. 


Description 


No. 

OF 
PoCK' 

ETS 


Receptacle — Rating 


Dimensions 


Price 


Wg> 

Lb3. 


( Innp ^'oRn 




Amps. 


Wire 


Volts j H'g't 


Width 


Depth 




1 

307 Surface Wall Type Pocket with p ug 

317 Surface Wa Type Pocket with plugs 

318 Surface Wall Type Pocket with plugs 

319 Surface Wall Type Pocket with plugs 
1307 Surface Wall Type Pocket with plug 

4307 Surface Wall Type Pocket with plug 

327 I Surface Wall Type Pocket with plug 

2307 Surface Wall Type Pocket with p ug 

2308 Surface Wall Type Pocket with p ug 
3307 : Surface Wall Type Pocket with p ug 

322 Surface Wall Type Pocket with plug 

337 Surface Wal Type Pocket with plug 

338 , Surface Wall Type Pocket with plug 
340 Surface Wall Type Pocket with plug 

1337 Surface Wall Type Pocket with plug 


I 
1 

- 


1 50 

50 

50 

50 

100 

200 
400 

30 

50 

100 

aoo 

?o 

100 
200 

50 


2 
2 
2 
2 

2 

1 

2 

3 
3 

2 

2 
2 

4 


1 
250 ■ 6" 
250 7" 
250 7" 
250 7" 
250 : 6i^" 

125 7" 
250 11" 

12^-250 7K" 
125-250 7" 
125-250 7" 
125-250^ 11" 

500 7" 
500 7" 

500 11" 

„ 

250-500 7 

1 


aH" 
11" 

11" 

11" 

ii" 

1/ 

11" 
11" 

15" 

11" 
11" 

11" 


aH" 
aV^" 

3^" 
6" 

aH" 

4^" 

aH"' 

4M" 
6" 1 

aV^ 

1 


$8.00 
14.00 
2-1,00 
28.00 
16.00 

25'-0O 

■ Jo, 00 

17.00 
25.00 

30.00 
80.00 

17.00 

19-50 

60,00 

22- 50 


6 
12 
16 
20 

7M 

13K 

7K 
M 

WA 

12 
12 

12 


Hourl 
Wazyhak 
Heapest 
Heartlet 

Hu-racan 

• 

Hydrome 

Hedvig€ 

Homonyx 
Hompcld^ 

Holostei 

Hebescit 

Hozes 

Hueless 
Hispa 


Exi 


;ra plugs listed on page 87. 
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No. 



308 

309 

310 

311 

312 

313 

1310 

4310 

2310 

2311 

3310 

334 

1334 



No, 308 




No. 310 




Flush Wall Type Pockets 

Kliegl Flush Wall Type Pockets, set in the 
wall flush with the surface, consist of Kliegl 
porcelain plug- receptacles, with copper cur- 
rent carrying parts and terminal lugs, fitted 
in a cast'iron box, suited for making conduit 
connections, and made in two styles— one 
with a brass detachable face plate (single 
pocket only), the other with a cast-iron de- 
tachable face plate (one to four pockets) ; both 
types having hinged self-closing door, and can 
be furnished with or without lock and key; 
pockets are furnished with Kliegl plugs; all 
two-wire plugs are reversible in the recep- 
tacle (except when ordered non-reversing); 
all 3-wire and 4-wire plugs are non reversing. 



No. 311 



'^_ f ^^ —^ I . 



Kliegl Flush Wall Type Pockets and Plugs 



Description 



No. 

OF 
PoCK' 

ETS 



DlWEKSlONS 



Receptacle 
Rating 



Box 



Surface 
Plate 



Amp. 



Wire, Volts 

I 



Height'Width: Depth'Height 



Flush Wall Type Pocket with 

Plug, Brass face plate* 
Flush Wall Type Pocket with 

plug. Brass face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plugs, iron face platet 
Flush Wall Type Pocket with 

plugs, iron face platef 
Flush Wall Type Pocket with 

plugs, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 
Flush Wall Type Pocket with 

plug, iron face platef 



I 

I 
I 
2 

3 

4 
I 

I 

I 
I 
I 

I 

1 



50 

?o 
50 

50 

yo 

«ro 

TOO 
100 

yo 

100 

yo 

50 



2 
1 
2 
2 
2 
2 

3 
3 
3 
2 

4 



250 
ijro 
250 
250 
250 
250 
25:0 

125-250 
125-250 

500 
250-500 



5^" 



5K" 



x-"' 



'4 

6" 

6" 
6" 



4M" 
4K" 

VA" 

ioi4" 






7 



tr 



If 



6" 
6" 



iH" lA" 



4 

4 
4 
7 



it 



ft 



SH" 6" 



8W" 



6" 



tf 



It 



rA" 



Width 



RICE 



W'g> Code 
Lbs. Word 



5 



5 



If 



II 



6" 



tt 



9 



$13.00 6)4 
II. 50 



10.00 
20.00 



8 
ii>^ 



iiK 



i^" 



H" 



ioy2" 



30,00 15 

40.00. 18K 

18.00 17 



rA" loM" 



vK" ^m 



in 



27.00 
19.00 
27.00 

1,2.00 
20 . 00 



^yi' iiH*' 24-00 



21 
21 



Huddxc 

Huge 

Haven 

Haw\ 

Hawser 

Hdze 

Herb 

Hygcni 

Honey 

Hongos 

Hccdily 

Hourly 

Hirpos 



*With lock and key. fWithout lock and key. 

Lock and key can also be furnished for pockets with iron face plate 

Extra plugs listed on page 87. 



. — add $1.50 to list price (code word^ — Hazelly). 
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PANEL POC KETS and PLUGS 



Listed bv Underwriters' Laboratories 




No. 370 



Kliegl Panel Pockets consist of a metal cabinet or box fitted with Kliegl plug-recep- 
tacles completely wired to a panel, having bus bars and fuses — or to a branch cut-out. 



No. 370 

Kliegl Panel Pocket No. 370, particularly useful around 

machine shops, shipping terminals, and other places where 
portable motor equipment is used; is fitted with two 30- 
ampere plug-receptacles, and a double-branch fused cut-out, 
three-wire to two-wire; for plug fuses; completely wired; 
enclosed in a weatherproof sheet-iron case with detachable 
cover; furnished complete with Kliegl Plugs, No. 301 (revers- 
ible). A similar design, Panel Pocket No. 372, is fitted with 
50-ampere plug-receptacles and 50-ampere cartridge fuses. 



No. 374 

Kliegl Panel Pocket No. 374, used primarily 

in balconies of theatres, on border bridges, in 
moving picture booths, photographic studios, 
et cetera, for connecting spotlights, sciopticons, 
stereopticons, and other Kghting apparatus; is 
fitted with four 50-ampere plug-receptacles and 
a slate panel with main bus bars two- or three- 
wire, arranged for and furnished with cartridge 
fuses, or for link fuses if desired; completely 
wired; enclosed in iron cabinet with hinged door 
having a snap lock; furnished complete with 
Kliegl Plugs, No. 301 (reversible); also made with 
six or eight outlets, and can be furnished with 
still greater number of outlets on special order. 



Kliegl Panel Pockets and Plugs 




No. 374 



No. 


Descreption 


Number. 

OF 

Pockets 


Receptac le-^R ating 


Dimensions 


Price 

$17.00 
28.00 
64.00 

100.00 

IJ2.00 


r,ODE Word 


Aitps. 


Wire 


Volts 


Length 


Width 


Depth 


370 
372 
374 
376 
378 


Panel Pocket and Plugs 
Pane! Pocket and Plugs 
Panel Pocket and Plugs 
Panel Pocket and Plugs 
Pane Pocket and Plugs 


2 
a 

4 

6 

8 


30 
50 
yo 
50 
50 


2 
2 
2 
1 

1 


250 

150 
250 
250 
250 


11" 

15" 
20" 

28" 

36" 


7" 

8" 

13K" 


A'A" 


LahtX 

Lqx:\ 
Lac\ey 



Plugs are included in price of pockets. 

Extra plugs furnished separately as listed, page 87; ^-o-ampere plug also fits jO'ampere pocket. 
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BATTERY CHARGING POCKET and PLUG 

Listed by Underwriters' Laboratories 

Kliegl Battery Charging Pocket and Plug is used extensively in 
garages for connecting storage batteries to charging circuits; is also 
useful in theatres on the fly floor, bridges, balcony, or stage wall. It 
consists of a plug receptacle, enclosed in a cast-iron case, with opening 
for plug protected by a self-closing drop-door; capacity 50 amperes, 
250 volts; furnished complete with plug, in two models, one arranged 
for i" conduit entrance at the bottom, the other for entrance at the 
top; plugs are non-reversible. _. ■ 

Kliegl Battery Charging Pockets amd Plugs 





P^^S^ 




1 


F^,*,^" '^^^ 


1^1 




IT 




ARC 


m 


■' « 


1 



No. 305 



No. 



305 
306 



Description 



Battery-Charging Pocket and Plug, 50'ampere, 250 volts; conduit at bottom 
Battery-Charging Pocket and Plug, ^o-ampere, 150 volts; conduit at top 



PLUG 



Price 

$10.00 
10.00 


Weight 

9 Ibs- 
9 lbs. 



Code Word 

Hunch 
Hyal 












301 



302 



303 



389 



1301 



4301 



2301 



3301 



331 



Kliegl Plugs are furnished with floor pockets, wall pockets, and portable plugging boxes, 

but extra plugs are sometimes required. Plug is made of" a solid block of fibre, practically indestructible and 

a perfect insulator; cable extends through handle well into plug and is held firmly by a metal clamp bar which 

grips cable by the outer insulation, thus removes all strain from the terminal connections; contact strips are 

of heavy copper, one strip fixed in position, other floating backed with a spiral spring to insure perfect contact 

at all times. 

Kliegl Plugs 





Receptacle- 


—Rating 


* 


FoR Use With Kliegl Apparatus, Catalogue No. 


Price 


Wgt_ 




No. 








Floor 


Wall 1 Pinnr.iMn 


Code Word 




Amps. 


Wire 


Volts 




Pockets 


P0CK£T5 

\ 370. 372. 374' 


Boxes 








301 


50 


2 


250 


R. 




380-387, 390-399 


$2,00 


Klb- 


Harsh 














} 376, 378 










302 


25 


2 


250 


N.R. 


351-354 


305.-313, 




2,00 


Klb- 


Hmc 


303 


50 


2 


250 


N.R. 


3?i'35'4'30o 


317-319 




2.00 


KIb, 


Humid 


389 


100 


2 


25:0 


R. 






380-387, 390-399 


6.50 


ij^lbs. 


Lastima 


1301 


100 


2 


250 


R. 


304. 1350 


1307, 1310 


1380-1382, 1390-1392 


7.50 


Klb. 


Hemp 


4301 


200 


2 


125 


R. 




4307, 4310 




14,00 


iK lbs. 


Hyhdro 


328 


400 


2 


2?0 


R. 




3^7 




44. CO 




Hegetor 


2301 


30 


3 


125^250 


N.R. 


299 


2307, 2310 




7.50 


ilb_ 


Holly 


2302 


50 


^ 


125-25-0 


N.R. 




.^308, 2311 




12.00 


2 lbs. 


Holmitc 


3301 


100 


?> 


125^50 


N.R. 




3307. 3310 


- 


14.00 


2 lbs. 


Hoi per ig 


323 


200 


3 


i25-'a50 


N.R. 




322 




44,00 




HeMUs 


331 


50 


2 


500 


R. 




■ 334. 337 




5.00 


lib. 


Howdah 


339 


100 


2 


500 


R. 




338 




6. 50 


I lb. 


Huchert 


341 


200 


2 


500 


R. 




S40 




40.00 




Hueron 


1331 


50 


4 


25-0-500 


N.R- 




13^4, 1337 




9 50 


iKlbs. 


Hippeis 



*R. means plug is reversible in receptacle. N. R. means it is non -reversible. 
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PORTABLE PLUGGING BOXE 



Listed by Underwriters' Laboratories 



Kliegl Portable Plugging Boxes provide means for quickly and conveniently con- 
necting several lighting units to a single outlet— furnishing extra plugging facilities and 
permitting independent arrangement of circuits to suit requirements— on the stage 
several bunchlights, strip lights, music stands, et cetera, may be thus connected to a 
single stage-floor pocket; in the motion picture studio a bank of lamps may be connected 
to a single wall-outlet. 

Substantially made throughout Kliegl plugging boxes will withstand hard knocks and rough 
usage; they consist of plug receptacles in groups of 2, 4, 6, 8, 10, or 12, mounted in an 

asbestos'lined wooden case, reinforced with alumi- 
num end frames; each receptacle fused independ- 
ently; positive and negative bus bars and fuse con- 
nections on separate slate panels mounted on oppo- 
site sides of the box to eliminate possibility of short 
circuits; self-closing doors with spring hinges pro- 
vide access for making connections; feeder cable 
enters box through a special clamp on top which 
securely grips the outer insulation of cable and pre- 
vents possible strains on connections when box is 
handled or pulled over the floor. 




No. 1390 




301 



389 



They are made for both 2-wire and 3-wire feeder mains, 2-wire outlets, 
in two types; one, interchangeable for use with either cartridge or link 
fuses (converted by the insertion or removal of fuse clips); the other for 
link fuses only. Interchangeable type enables travelling theatrical com- 
panies to meet requirements of city inspection departments, wherein 
certain cities require cartridge fuses in plugging boxes, and others require 
link fuses. No. 390 to 395 accommodates 10- to 30-ampere cartridge 
fuses and link fuses {^" loi^g) of the same capacity; No. 396 to 399 accommodate 35- 
to 60-ampere cartridge fuses and link fuses (3" long) of the same capacity; No. 386 
and 387 accommodate 75'ampere, knife blade type cartridge fuses and link fuses. 

Portable plugging boxes for three-wire mains and three-wire outlets and for three- 
phase circuits, for lecture rooms and experimental laboratories of schools and universities 
are built to order. 

Kliegl Plug No. 301, furnished with Portable Plugging Boxes, is a 50-ampere, 2-wire 
plug; body is made of solid fibre, practically indestructible and a perfect insulator; cable 
extends well into the handle; cable clamp with teeth grips outer insulation of the cable, 
thus relieves connections and binding screws of all possible strains, and prevents in- 
sulation from unravelling; contact strips are heavy copper, one fixed in position, the 
other floating and backed with a spiral spring so as to expand in the receptacle insuring 
perfect contact, lower end of the floating contact rests in a groove in the plug to elim- 
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inate possibility of bending contact out of shape, but with sufficient leverage for pli- 
ability. 

Kliegl Plug No. 389 is a loo-ampere, 2''wire plug designed especially for portable plug- 
ging boxes; consists essentially of two ^o-ampere plugs like No. 301, assembled in a 
single handle and spaced to fit two adjoining plug receptacles, thus providing for the 
increased current capacity. 




No. 39Z 




No. 391 





Kliegl Intprchanc.fable (CARTRinoE'LiNK Fuse) Typi 


, Pluggimc Boxes 








■ 




Rating — Outlet 










Description 


Number 

OF 






Price 


Weight 




No. 






Code Word 






Pockets 


Amperes 


Volts 










a'WiRE Mabn; 2''Wire Outlets 














390 


Portable Plugging Box with Plugs 


2 


10 to 30 


250 


$14.00 


gH bs. 


Latch 


391 


Portab e P ugging Box with Plugs 


4 


10 to 30 


250 


27.00 


14 bs. 


Laund 


392 


Portable Plugging Box with Plugs 


6 


10 to 30 


250 


40.00 


iQ bs. 


Lawn 


393 


Portable P ugging Box with Plugs 


8 


10 to 30 


250 


54,00 


24 bs. 


Lean 


394 


Portable P ugging Box with P ugs 


10 


10 to 30 


250 


67.50 


35 bs. 


Levyne 


395 


Portable Plugging Box with P ugs 


la 


10 to 30 


250 


3i.oo 


42 bs. 


Liege 


396 


Portable Plugging Box with P ugs 


4 


35 to 60 


250 


27.00 


20 lbs. 


Ligados 


397 


Portab e Plugging Box with Plugs 
S-WiRE I2<i'250 Volt, Main; 2'WiRfc Outlets 


6 


35 to 60 


250 


40-00 


25 lbs. 


Ligcras 


398 


Portable P ugging Box with P ugs 


4 


35 to 60 


125 


29.00 


21 lbs. 


Ligno^o 


399 


Portable P ugging Box with Plugs 


6 


35 to 60 


125 


42.00 


27 lbs. 


LiguUs 


386 


Portable Plugging Box with P ugs 


4 


75 


125 


42.00 


22 lbs. 


Lartius 


387 


Portable Plugging Box with Plugs 


6 


75 


T2^ 


63.00 


31 lbs. 


Larvavcs 



Kliegl Link Fuse Type Plugging Boxes 





■ 

Description 


Number 

OP 

Pockets 


Rating — Outlet 


Price 


Weight 




No. 


Amperes 


Volts 


HoDE Word 


1390 

1391 
1392 

380 

381 

382 

383 

384 

385 

1380 

1381 

1382 


2-WiRE Main; i-Wire Outlets 

Portable Plugging Box with P ugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 

i-WiRE, Ti5-2<ro Volt Main; i-Wire Outlets 

Portable Plugging Box with Plugs 
Portab e P ugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 
Portable Plugging Box with Plugs 


2 

4 
6 

2 

4 
6 

8 

10 

12 

2 

4 
6 


100 
100 
100 

10 to 50 
10 to 50 
10 to 50 
10 to 50 
10 to 50 
10 to 50 
100 
100 
100 


250 

250 
2^0 

125 

125 
125 

125 

125 

125 
125 
125 
125 


$46.00 

Q2.00 

1^8.00 

15.00 

29.00 
43-50 
58.00 
72.50 

87.00 

48. CX) 

94.00 
141.00 


17 lbs. 

23 lbs, 

31 lbs, 

42K lbs. 

50 !bs. 


Hopbine 
Hopear 

Hopfen 

Laddov€ 

Ldgunoa 

Ldk^nde 

Lamech 

Lancier 

Lapuz 

Honddla 

Hondjes 

Honesto 
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INDESTRUCTIBLE CONNECTORS 



Listed b? Underwriters' LABORAToa:Es 



Kliegl "Indestructible" Connectors, used with stage lighting apparatus, portable lighting 
units, portable machines, and other electrical devices — -in theatres, photographic studios, 
industrial plants, garages, show rooms, and countless other places, permit electrical 
connections to be made quickly and securely, and are so constructed as to withstand 
the most severe service. They are made of a solid fibre, in two principal parts, one^half 
(the male section) is provided with heavy brass split-pins, which fit tightly and with 
perfect contact into brass sleeves in the other half (the female section) of the connector; 
spacing between pins, and other structural details are in accord with Underwriters' 
requirements. All live parts are completely embedded in the fibre — a perfect insulator. 
A removable fibre plate gives access to terminals for making connections. Cable ex- 
tends well into the body of the connector, and teeth on the cover plate grip the cable 
firmly by the outer insulation, thus relieve the binding screws and connections of all 
possible strains, and prevents insulation from unravelling. They are made in various 
si2;es which range from ^-amperes to 200-amperes, in i-, y, and 4'pole types, and also 
as multiple-circuit and branch-off connectors. Above 30-amperes capacity connectors 
are provided with lugs for wire ends; above 60-ampere capacity they have an aluminum 
collar, where sections join, which protects the pins and provides additional strength 
for these extra-heavy si^es. Connectors are furnished reversing and non-reversing as 
shown in the listings. 

Two-Pole Connectors 

Kliegl Two-Pole "Indestructible" Connectors for two-wire circuits have two brass 
pms and corresponding sleeves, and are made in three styles: (i) for duplex cable wherein 
both the male and female sections have but a single opening in the cable ends of the 
connector for entrance of the cable; (a) for connecting asbestos-covered leads or other 
single-conductor wires to duplex cable wherein the male section has two openings for 




No. 950 



No. 950-AC 



No. 956-AA 



No. 957-N 
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the wires and female section a single opening for the duplex cable; (3) for connecting 
asbestos covered leads or other single -conductor wires to both sections of the connector 
— two openings are provided for wires in each section. 

Kliegl Two-Pole "Indestructible" Connectors 



No. 



950 

950'N 

951 

955 

955-N 

956 

956-N 

957'N 

958-N 

959'N 



950'AC 

955'AC 
9S6-AC 
957'AC 
958'AC 



950-AA 
955'AA 
956'AA 

957'AA 
958'AA 



Description 



R = Reversible 

N. R. = NoN' 

Reversible 



For Connecting Duplex Cable 

Two-Pole Connector R. 

Two-Pole Connector N.Il. 

Two-Pole Connector R. 

Two-Pole Connector R. 

Two-Pole Connector N.R. 

Two-Pole Connector R. 

Two-Pole Connector N.R. 

Two-Pole Connector . N.R, 

Two-Pole Connector N.R. 

TwO'Pole Connector N.R. 

For Connecting Two (Asbestos Covered) 

Single Conductors to Duplex Cable 



Two-Pole 
TwO'Pole 
Two-Pole 
Two-Pole 
Two-Pole 



Connector 
Connector 
Connector 
Connector 
Connector 



R. 
R. 

R. 

N.R. 
N.R. 



For Connecting One Pair of (Asbestos Cov- 
ered) Single Conductors to Another Pair 



Two-Pole 
Two-Pole 
Two-Pole 
Two'Pole 
Two-Pole 



Connector 
Connector 
Connector 
Connector 

Connector 



R. 

R. 

R. 
N.R 
N.R 



For I 
Cable Amp. 
Size 



No. 14 

14 
16 

13. 
11 
10 
10 

6 

2 

000 



14 
13 

10 

6 

2 



12 
10 

6 

2, 



Volts Price Weight Code Word 



1 

5 


250 


$1.10 


4 oz. 


5 


250 


1-35 


4 OZ. 


5 


150 


1. 10 


4 02. 


I? 


250 


1.50 


6 OZ. 


ly 


250 


1.75 


6 02. 


30 


250 


2,40 


10 OZ., 


30 


250 


2.65 


10 OZ. 


60 


250 


6.00 


18 OZ. 


100 


250 


10.50 


iK lbs. 


' 200 


250 


19.80 


6 lbs. 


5 


250 


1. 10 


4 02. 


X? 


250 


1.50 


6 02. 


30 


250 


2.40 


10 OZ. 


60 


250 


6.00 


18 OZ. 


100 


250 


10.50 


2)4 lbs. ' 


y 


250 


1. 10 


4 OZ. 


ly 


250 


1.50 


6 OZ. 


30 


250 


2,40 


10 OZ. 


60 


250 


6.00 


18 OZ. 


100 


250 


10.50 


iK lbs. 



Pack 

Pacovic 

Paddle 

Pall 

Palled 

Pallid 

Palliola 

Pallor 

Palmy 

Pander 



Paruero 

Parvoice 
Pasados 
Paseada 
Pasmunt 



Partivit 

Parvenir 

Parygri 

Fasato 

Pdsivds 




No. 3950 



Three-Pole and Four-Pole Connectors 

Kliegl Three'Pole and Four'Pole "Indestructible'' Connect 
TORS are similar in design and construction to the Two-Pole 
Connectors, except they are provided with either three or four 
split-pins and a corresponding number of sleeves, and made 
with opening in the cable-ends for three- or four-conductor 
cable; reversible and non-reversible as shown in listing. 

Kliegl Three-Pole akd Four-Pole "Indestructible" Connectors 



No. 


Description 


3950 
3955 

3956 
3957 
3958 

4950 
4955 
4956 
4957 


Threc-Polc Connectors 
Three'Pole Connectors 
Three-Pole Connectors 
Three-Pole Connectors 
Three-Pole Connectors 

Four'Pole Connectors 
Four-Pole Connectors 
Four-Pole Connectors 
Four-Pole Connectors 



R. = Reversible 
N.R. = Non- 
Reversible 



R. 
R. 

N.R. 
N.R. 
N.R. 

N.R. 
N.R. 
N.R. 
N.R. 



For 










Cable 


Amp, 


Volts 


Price 


Weight 


Size 










No. 14 


5 


ii^'i^-Q 


$2.40 


Klb. 


14 


15 


I25'i5'0 


3<6o 


KIb. 


10 


30 


I25'25'0 


5.00 


iKlbs. 


6 


60 


I25'25'0 


7.00 


iK lbs. 


2 


100 


izj'ij-o 


ig.80 


iH lbs. 


14 


5 


250 


4-00 


>^Ib. 


11 


X5 


250 


5.00 


lib. 


10 


io 


250 


6.50 


iH lbs. 


6 


60 


250 


14.00 


^H lbs. 



Code Word 



Pang 
Parade 
Parch 
Parole 

Paroma 

Paropter 
Paroreid 
Parouel 

Parrudo 
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Multiple Circuit and Branch-OfF Connectors 




No. 995 



No. 990 




No. 2950 



Kliegl Multiple Circuit and Branch'Off ''In' 
destructible" Connectors are designed to pre 
vide several separate circuits from one feeder cable. 
Multiple Circuit Connectors (No. 2950, 2951, 
2955) are attached to the end of the cable; body 
of connector is fitted with three pairs of brass 
sleeves, interconnected, which receive three sep- 
arate two-pole male-end pin-connectors, thus pro- 
viding for three separate two- wire circuits; made 
in two si^es for 5 amperes and 15 amperes per cir- 
cuit; body of connector also receives male-ends 
(reversible type) of other Kliegl connectors of the 
same rated capacity; cable clamps on cover plates 
relieve connections and terminals of all possible 
strains. 



Branch-Off Connectors (No. 990 and 995) are attached to the feeder cable at one or more 
places along its length, permitting several circuits to be obtained from one cable without 
making splices (sp ices in stage cable are undesirable; they weaken the cable and fre- 
quent y give trouble m short circuits or broken wires). Cable passes through the full 
length of the connector, and connections are made with binding screws-^without cutting 
the wire. Body of the connector is fitted with brass sleeves to receive 2-pole male-end, 
5'ampere (reversible type) pin-connectors. Made in single- and double-branch; they are 
very useful_ on the stage for connecting scene brackets, fans, music stands, garlands, et 
cetera; indispensable to road companies; a serviceable connector for commercial pho- 
tographers for ^'setting ofF^^ flashlights^and for countless other applications. 



Kmegl Ml'ltiple Circuit and Branch-Off "Inde-structible" Co 



NNECTORS 



No, 



2950 

2951 

2955 

990 

995 



Description 



Multiple Circuit Connector 
Multiple Circuit Connector 
Multiple Circuit Connector 
Single Branch'off Connector 
Double Branch-ofF Connector 



R. =Re\'ERS!BLE 



For Cable Size 



Main 



R. 


No. 12 


R. 


12 


R. 


8 


R. 




R. 





o 



UTLETS 



No. 14 

16 
14 



Amp, 



5 
5 

1 



Volts 



250 

250 
250 
250 
250 



Pricje 



$3.60 
3.60 

5.00 
2.75 

3-50 



Weight 



12 02. 
12 02. 



I'A 



lbs. 



6 o?. 
8 02. 



Code Word 



Pdti^I 

Patois 

Patoja 

Perl&ro 

PhtKOid 




No. 977 



Connector for Armored Cable 

Kliegl ^^Indestructible^^ Connector for Armored (B X) Cable is a two- 
pole, 1 5'ampere connector with insulating parts of solid fibre, split-pin con- 
tactors of brass fitted to one half and brass sleeves in the other, and provided 
with aluminum end pieces designed to grip securely the flexible steel armor 
of No. 14 BX Cable. 

°' ^"^- ■^OLTS Price Weight Code Word 

977 Kliegl Connector for Armored Cable ly 2^0 $3.30 10 oz. Pawl 
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Battery Charging Connectors 

Listed by Underwriters Laboratorils 

Kliegl Battery Charging ^^Indestructible^^ Connector is a non^reversible, 50'ampere, 

i25'Volt, 2'pole, spht'pin type connector— especially well adapted for use 
in garages for charging storage batteries and similar applications; all live 
parts are embedded m a solid composition block of high insulating quali- 
ties; completely enclosed in aluminum casing which affords full protection 
from short circuits or mechanical injury; intended for use with No. 6 duplex 
cable, connections being made, as shown, by soldering the wires in lug 
terminals provided; as cover is clamped m place, teeth grip the cable in- 
sulation, preventing it from being pulled out of the connector, and relieves 
connections of all possible strains. 

^°' Akip. Volts Price Weight Code Word 

965 Kheg! Battery Charging Connector 50 125 $5.50 i}4 lbs. Panmg 




No. 965 



Chandelier Connectors and Box 

Kliegl Chandelier Connecting Box provides a convenient means for disconnecting the 

circuits of a large chandelier— permitting it to be lowered for relamping; consists of several Kliegl 5'ampere 
i25'Volt connectors (No. 950) fastened together, and placed in a metal box having a slide cover, and open- 
ings tor passage of the wires; made for four, six and eight circuits, and, on special order, furnished for 

any number of circuits desired. 

Kltecl Chandelier Connectors 




No. 



Description 



997 
998 



Chandelier Connecting Box for 3 circuits 
Chandelier Connecting Box for 4 circuits 



Price Weight 



$7.00 
9.50 



4 lbs, 
ylbs 



Code Word 



Plaisur 
Phaliga 



No. 998 



Single-Pole Pin-Connectors 

Kliegl Single-Pole Pin-Connectors, used with interchangeable electric-sign letters 

(Connector No. 971), and other electrical devices which require time-saving, interchangeable, single-pole 
connectors; consist of a brass split-pm fitted to a brass sleeve; both parts encased in fibre; holes in the 
outer ends for the insertion of wires, and screw to hold the wire m place (larger sizes provided with lugs for 
wires); made in various sizes 
from 5 amperes to 200 amperes. 



Kliegl Single'Pole Pin -Connectors 




No. 971 



No. 


Description 


Amp. 


Volts 


Prtce 


Code Word 


971 

972 
973 
974 
975 
976 


Singe-Pole Pm-Connector 
Single-Pole Pm-Connector 
Single^Po e Pin^Connector 
Sing e-'Po e Pin-Connector 
Sing e'Po e Pin -Con nee tor 
Sing e-Pole Pin-Connector 


r 

60 
100 
aoo 


250 
250 
250 
250 
250 
250 


$0.24 
1.50 
2.50 
3-50 
6.50 

13.00 


Paver 

PaveuTs 

Pdviagc 

Paviola 

Pavisti 

Pavonia 




■k4( ^a$. 



No. 984 




No. 985 




No, 986 



Low Voltage Connectors 

Kliegl Low Voltage Connectors are designed for use with 

dry batteries and other low voltage systems. They are two-pole, split- 
pin connectors, thoroughly insulated, light in weight, compact, and 
useful for connecting battery 'Operated stage effects and other low voltage 
devices; made in 2% y, and lo-ampere sizes. - . 

Kliegl Low Voltage Connectors 



No. 


Description 


Amp, 


Price 


Code Word 


984 
985 
986 


Low Voltage Connector 
Low Voltage Connector 
Low Voltage Connector 


2 

5 
10 


$0.50 
•yo 
.60 


Ptrilles 
Periodo 
Perirati 
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PARTS and SUPPLIES 



Kf*- 




426 



No. 415 




No. 4H 




No. 412 



ARC LAMPS for SPOTLIGHT 

Kliegl Hand Feed Arc Lamps are used in all Kliegl stage lighting apparatus. The 
mechanism is simple and designed for use on both direct and alternating current. In 
the 35'ampere si^e, No. 411, lamp parts are made of brass; carbon holders of a special 
heat resisting alloy; spindle for feeding the carbon holders is turned out of solid brass; 
top part has a quadruple thread, while lower has a triple thread permitting quick feeding 
of the arc lamp and at the same time keeps the arc in the center of the lens system with- 
out further adjusting devices; upper carbon holder is stationary and takes a |^" carbon; 
lower carbon holder is adjustable and takes from 5^6 to >^" carbons. They are pro- 
vided with carbon drops and set screws with plates for terminals, as 
shown in part No. 428, illustrating the lower carbon holder adjustment 

No. 415 shows the Kliegl Arc Lamp with focusing frame as furnished with the 

Khegl 'Arc^ Spotlights described on page 38. The focusing frame is designed and 

carbons properly inclined, so that all the light of the positive crater, from which most 

ot the ight emanates, is projected directly 

through the lens system, as illustrated by Figure 1 

17. The center of the crater must also be in the 

optical axis and at the principal focus of the lens. 

No. 412 illustrates the Khegl 50'ampere arc lamp used in the long 
distance arc Spotlights, described on page 38. 

No. 413 illustrates the mechanism of the Kliegl 70'ampere arc lamp 
used for motion picture studio Spotlights and long distance Spot- 
hghts, described on pages 39 and 51, respectively. The mechanism 
IS ot extra heavy construction and designed to fit the slide rails cast in- 
tegral with the hood of the vo-ampere spotlight. No. 41 3 A is 
identically the same lamp as No. 4r3 except that the handle for feed- 
ing the arc extends out to the rear from the center of lamp instead 
of at bottom. 

Fig. 1 7 




No. 428 
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14-96 
1497 
U9B 



500 
150 
1502 
1503 



15 
15 
1507 

1508 




1523 



No. 1488 




No. 413 



e^na^in rfrhnn h M \^t^^ i^o^ampere Arc Lamp which is the latest type embracing automatic 
expansion carbon holders which prevent shppmg and bad contact; is properly equipped for quick focusing 

SoSout'of mTnT '" I '^'^\'^^''f'^ by a handle that extends ou'tside of the hood; I constructed 
STmes ^ ° withstand the heat, and designed so that working parts move freely at 

Kliegl Arc Lamps for Spotlights 



No. 



411 
412 
413 

413A 
414 

1489 

415 
418 
416 
417 
1488 



Description 



Amperes 



Arc Lamp, Bottom Feed 
Arc Lamp, Bottom Feed 
Arc Lamp, Bottom Feed 

Arc Lamp, Rear Feed 
Arc Lamp, Rear Feed 
Arc Lamp, Rear Feed 

Arc Lamp No. 411 with "Focusing Frame" for 35 amp. Spotlight No 5 
Arc Lamp No. 411 with 'Tocusing Frame" for 55- amp. Spotlight No' 
Arc Lamp No. 412 with "Focusing Frame" for 5:0 amp. Spotlight 
Arc Lamp No. 413 with "Focusing Frame" for 70 amp. Spotlight 
Arc Lamp No. 1489 with "Focusing Frame" No. 1490 



3? 
50 

70 

70 
100 

lao 



Price 



$12,00 
14.00 
21.00 

21.00 
45.00 
36.00 

17,00 
18.00 
20.00 
26.00 
45.00 



Code Word 



Jaagpad 
Jaardag 
Jaaya 

Jahalot 

Jahari 

Jogalis 

/abler 

]dcebds 

JabrocT 

Jacamar 

Jogador 



No. 



419 
420 

421 
422 
423 

424 

425 
426 
428 

430 
432 
432A 
434 



ARC LAMP PART 



Description 



Parts for 35 AMP. Arc Lamps, No. 411 

Support Frame for Feed Spindle 

Brass Feed Spindle 

Extra Sleeve 

Wood Feed Handle with Brass Sleeve 

Iron Guide Rod 

Carbon Holder Guide, Bottom 

Carbon Holder Guide, Top 

Top Carbon Holder, 35 amp., complete with mica insulation 

Bottom Carbon Holder, 35 amp,, complete with mica insulation 

Front Part of Bottom Carbon Holder, 3*? amp. 
Clamping Plate for Bottom Carbon Holder, No. 428 
Clamping Plate for Top Carbon Holder, No. 426 
Thumb Screw for 35 amp. Carbon Holder 




Code Word 



$2.00 

2.20 

■50 

■30 

1. 10 
1. 10 
2,00 

2.20 

1. 00 

,20 
,05 
.05 



Jachten 

]ac}{duiw 

Jdccruis 

Jacteis 

Jaculi 

Jddear 
Jddon 

Jdgaca 
Jagonca 
Jahdiel 
Jatipb 

Jdldd do 
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No. 



436 
437 
438 
439 

440 
441 
442 



427 
429 

431 

433 
435 
443 



1450 

1451 
1452 
1453 
1454 

1455 

1456 
1457 

1458 

1459 

1460 
1461 
1462 

1463 
1464 
1465 



1480 
1481 
1482 
1483 

1484 
1485 
1486 
1487 



1489 
1490 
1491 
1492 

1493 
1494 
1495 
1496 

1497 
1498 
1499 
1500 
1501 

1502 
1503 
1504 
1505 

1506 
1507 
1508 
1509 
1510 
1511 



ARC LAMP PARTS-Continued 
Description 



PAaTs FOR 35 AMP. Arc LAMPS-Continued 

Mica Insulation, per lamp 
Focusing Frame 
Iron Focusing Rod 
Wood Focusing Handle 

Focusing Guide Rod 

Focusing Bracket 

Focusing Frame complete for 35 amp. Arc Lamp 

Parts for 50 AMP. Arc Lamps, No. 41^ 
(Are the same as for No. 411. except Carbon Holders are heavier) 

Top Carbon Holder. 50 amp. complete *»*>^ .°J'^^^"'"^'7",„,, 
Bottom Carbon Holder, 50 amp., complete with mica msuhtion 

Front Part of Bottom Carbon Holder, 50 amp. ^ . w^i 4^, 

Clamping Plate for No. 4^- Top. or No 4^9. Bottom Carbon Holder 
Thumb Screws for 50 amp. Carbon Holder 
Focusing Frame complete for 50 amp. Arc Lamp 



Parts for 70 AMP. Arc Lamp, No. 4n 



Support Frame for Feed Spindle 

Brass Feed Spindle 

Wood Feed Handle with Brass Sleeve 

Iron Guide Rod, Right 

Iron Guide Rod. Left 

Carbon Holder Guide Top 

Carbon Holder Guide Bottom 

Solderless Lugs for Asbestos Wire 

Top Carbon Holder complete with mica insulation 

Front Part of Top Carbon Holder 

Front Part of Bottom Carbon Holder 

Bottom Carbon Holder complete with mica msulation 

Mica Insulation, per lamp 

Thumb Screw for 70 amp. Carbon Holder 

Adapter for f-g-inch Silvertip Carbons 

Focusing Frame 

Parts for 100 AMP. Arc Lamp, No. 414 

Front Part of Top Carbon Holder complete, for No. 19, 100 amp. Spotlight 

Front Part only 

Ringbolt for i-in. Carbons for Front Carbon Holders 

Wing Nut for Ringbolt 

Brass Washer for Ringbolt 

Front Part of Bottom Carbon Holder, complete 

Front Part only 

Adapter for lio-iri. Silvertip Carbons 

Parts for 120 AMP. Arc Lamp, No. 14S9 

12.0 Amp. Arc Lamp Burner 

Focusing Frame with support complete for No. 1489 

Lug for asbestos wire 

Lug Clamping Screws 

Set Screw for guide rod spacer 

Top Spacer for guide rods 

Mica Insulation 

Clamping Screws for back of top and bottom carbon holders 

Spht Sleeve for top carbon holder _ . 

Top Carbon Holder front part ' ■ 

Thumb Screw for top carbon holder 
Clamping Screw for top carbon holder split sleeve 
Clamping Screws for top and bottom carbon holders 

Top rear carbon holder with lug support 
Left Rod for carbon holder guide 
Top Gear Rack 
Right Rod for carbon holder guide 

Top Carbon Holder Guide 

Screws for feed gear housing 

Feed gear housing 

Thumb Screw for up and down swivel 

Focusing bracket 

Universal Joint on feed rod 



each 
each 

per lamp 
each 



each 



each 



Price 



$ .60 

3.50 

.50 

■30 

■4? 
1.80 

5.50 



3.00 
3-30 
a. 10 
.50 
.10 
6.50 



3-50 

2,50 

.65 

■45 

■45 

2.50 

a. 50 

.16 

4.50 

2.50 

2.<i0 
4.50 
1.00 

.10 

1 .00 

5. GO 



4.00 
2, 20 
1.50 

• i? 

.10 
4,00 
2.20 
I. 00 



36.00 

9.00 

.16 

.10 

. 10 

.60 

2.00 

. 10 

1. ^o 

2.50 

.10 

2.00 

.25 

1. 00 

.25 

2. 00 
.05 

2.50 
.10 

2. 50 
T.50 



Code Word 



Jalofo 
Jalysus 
]amhart 
jamelgo 

Jammcrn 

Jamones 

janasse 



Jagden 
}ahoz 

Jairo 
]a\ap 
Jalemus 
jangada 



Jarahe 

Jaraude 

jaraas 

Jardinai 

Jarig 

Jarmu}{ 

Jaroah 

Jaropes 

]arrafa 

Jarretn 
Jarveys 
Jashuh 
JasUi 

Jasmund 

Jaspage 

Jasstof 



Joahaz 

Joanete 

Johates 

Jobelot 

JocahoT 
JocisUi 

Jodocus 
Jofaina 



Jogalis 
Jograo 
Joguetc 
Johlen 

Joiada 
Joiero 
Joja\im 
Joi{ish 

Jo\tan 

Jolaos 

Johger 

jollas 

JoUtau 

Jolof 

Joncaro 

Jongens 

Jonglais 

Jonico 

Jonquc 

]op\c\ 

]orfe 

JoTihas 

Jornada 



■+4fl 
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No. 



1512 
1513 

1514 
1515 
1516 
1517 

1518 
1519 
1520 
1521 

1522 
1523 
1524 
1525 

1526 
1527 
1528 
1529 

1530 
1531 



ARC LAMP PARTS— Continued 
Description 



Feed R d ^^^^"^ ^°^ ^^^ ^^'^' ^^^ ^'^^'' ^° '4*^'^ 

Aluminum Handles 

Focusing Rod 

Bottom Gear Rack 

Back of Bottom Carbon Holder and Lug Support 

Split Sleeve Bottom Carbon Holder 

Thumb Screw for bottom carbon holder 

Bottom Carbon Holder, Front Part 

Clamping Screw for bottom carbon holder split sleeve 

Set Screws for focusing guide rods 

Front Focusing Frame 
Left Focusing Guide Rod 
Right Focusing Guide Rod 
Bottom Guide Rod Spacer 

Bottom Carbon Holder Guide 

Back Focusing Frame 
Lug for asbestos wire 
Feed Gear only 

Top Carbon Holder complete with mica insulation 
Bottom Carbon Holder complete with mica insulation 



-Continued 



each 



each 



$ .25 
.50 

■25 
1.00 

2.. 00 
1.50 

2. 50 
.05 
, 10 



1.50 
.25 
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Code Word 



Jorobar 
josh-ah 

Jotham 

Jouez 

Jouiras 

Joutai 

Joven 

Jovial 

Jovinui 

Joyance 

Joyero 

Jozahad 





■^y 


j0Z0St€ 




.60 


Juancte 




2,00 


]udrda 




1.50 


juhado 




.16 


jubdde 




1.00 


Juhemus 




7-50 


Jubiko 




7.50 


Juaxndc 




No. 480 





No. 481 



No. 482 



ARC LAMP 



or STEREOPTICON 



No. 480 illustrates the Kliegl Stereopticon Hand Feed Arc Lamp for use on either direct or alternating 
current. Both carbons are adjustable by means of a wooden knob. In general construction and design 
they are similar to the Kliegl Arc Lamp No. 411, illustrated. 

No. 481 shows a Kliegl Stereopticon Arc Lamp, No. 480, mounted on focusing frame provided with a brass 
spindle which projects from the back of the lamp hood for focusing the lamp. The lamp itself is fastened 
to the focusing frame by an automatic swinging joint allowing the lamp to be adjusted vertically by the 
handle of the arc lamp without the customary set screws or additional adjustment handles. 

No. 482 shows a Kliegl Stereopticon Hand Feed Arc Lamp, operates on lo- to ao-amperes, direct or alter- 
nating current; carbons are mounted at right angles, and adjusted individually by two knobs on a single 

' Kliegl Arc Lamps for Stereopticons 



No. 



480 
481 

482 
483 



Description 



Arc Lamp, i^ to 30 amp. 
Arc Lamp, 15 to 30 amp. 
Arc Lamp, 10 to 15 amp. 
Arc Lamp, 20 to 25 amp. 



Price 



$15.00 
20,00 
15.00 
25.00 



Code Word 



Pesais 

Pescan 
Pescota - 
Pescuno 



No. 



1112 
1113 
1114 



PARTS for KLIEGLIGHT. 



Description 



Arc Lamps 
Carbon Holder for Klieglight, No. ion 
Fibre Center Pieces 
Flat Tension Springs with Fibre Piece 



Price Each- 



1.50 

'35 

■30 



Code Word 



Asaltar 

Asbolus 
Ascalon 



,-^-1 
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No. 



U15 
1116 
1117 
1118 
1119 
1120 
1121 



1130 
1131 
1132 
1133 
1134 
1135 
1136 
1140 



PARTS FOR KLIEGLIGHTS— Continued 

Description 



Arc Lamps — Continued 
Coil Adjusting Spring 
Horseshoe Spring Adjuster 
Pivot Pins, for Carbon Holder new Type 
Sleeve with ball bearing for Pivot Pin 
Copper wire connection, very flexible 
Magnet Coil— A. C. 
Magnet Coil— D. C. 

Stand and Accessories 

Base with three casters 

Casters only 

Steel Tubing, 63 inches, slotted and arranged for holding pulley block 

Top Pulley Block for single Lamp, No. 1011 

Top Pulley Block for double Lamp, No. 1021 

X'inch Steel Gable, with snap hook 

Crank Handle 

Red and green glasses for Hood, size i^^^g x 1^^^" 



per foot 



each 



per pair 



Price Each 



$ 



15 
.34 

■30 

.25 

.10 
6.00 
6.00 



!«♦*■ 



Code Word 



Asceticc 

Aschera 

Ascidia 

Ascomc 

Asdod 

Aseos 

Asepide 



14,50 


Asoticos 


'75 


Aspalis 


5.60 


Asperga 


a. 50 


Aspicio 


6.50 


Aspona 


i.ao 


Aspfunt 


5.00 


Asrid 


.14 


Assenza 



No. 



1157 
1158 
1159 
1160 



PARTS for LILLIPUT 



Description 



Top Carbon Holder, complete, for No, 105 1 
Bottom Carbon Holder complete 
Bottom Carbon Holder, front part 
Bottom Carbon Holder, rear part 



each 



Price 



$4-50 
1,25 

1,25 



N 



Code Word 



Astemo 

Aste7en}{ 

Astholz 

Astifero 



ENCLOSED SWITCHE 

For Pedestal Mounting 

Kliegl Enclosed Switches for Pedestal Mounting are double-pole sinde'throw 
non-fused i2y'Volt knife-blade switches, on a slate base enclosed in an approved metal 
box, provided with a hinged clamp and swinging wing-nut for fastening switch box 
to stand pipe of arc spotlights and other stage apparatus. 

They are made in 30-, 60-, and loo-ampere si2;es with pipe clamps for 
i^inch and i K^mch pipes. Box is provided with special cable clamp and 
bushing which grips outer insulation of cable firm y, securely holding it 
in_ place. Special bushings hold the asbestos wire in position, thus per- 
mittmg stage cable and asbestos wires to be connected permanently to 
switches. Slotted hinged cover allows access to the switch Thirty 
ampere switch box is made entirely of aluminum; other si^es are made 
with cast^alummum base and sheet metal housing; finished in black enamel. 

, Kliegl Enclosed Switches for Pedestal Mounting 




No. 525 



No- 



525 
526 
527 
528 
529 
530 



Description 



Switch 
Switch 
Switch 
Switch 
Switch 
Switch 



and Switch 
and Switch 
and Switch 
and Switch 
and Switch 
and Switch 



Box with pipe clamp for 
Box with pipe clamp for 
Box with pipe clamp for 
Box with pipe clamp for 
Box with pipe clamp for 
Box with pipe clamp for 



I 'inch pipe 
I 'inch pipe 
I 'inch pipe 
i}4^inch pipe 
i^-inch pipe 
i^'inch pipe 



Amp. 


Volts 


Price 


30 


* 

125 


$4-75 


60 


125 


6.00 


100 


125 


9.00 


30 


125 


4-75 


60 


125 


6.00 


100 


125 


9.00 



Code Word 



Rahicoel 

Rabidity 

Rabilargd 

Rabiosas 

Rabiosuli 

Rabirius 



.. .-ij 



TV> 



•♦■ts 
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No. 5H 



No. 510 



No. 496 



. No. 500 



RESISTANCES and RHEOSTAT 

Kliegl Resistances and Rheostats for spotlights and projection apparatus, the same 
as those regularly furnished with Kliegl Spotlights and Projectors, are furnished in fixed 
and adjustable types, for i25r'Volt and 250'volt circuits. 

In both fixed and adjustable types, resistance element is a special resistance wire (specific resistance four 
times greater than that of German silver) supported by porcelain insulators mounted on a triangular frame, 
completely enclosed in a metal case, with perforated sides to provide thorough ventilation. Capacity of 
resistance wire used is such that resistances never attain an excessive temperature under rated conditions. 
Ends of resistance wires are fastened with set screws to terminals in a terminal box on top of casing. These 
terminals also serve for making external connections. Casing is designed for mounting on pedestal stands 
of standard stage lamps. 

Kliegl Fixed Resistances, No. 495, No. 496, and No. 497, have knife switches mounted on the side of the 
casing when installed on spotlights to furnish means for obtaining a wide range of current values in these 
large capacity resistances. Resistances are furnished without switches, as illustrated. 

Kliegl Adjustable Resistances are the same as those regularly furnished with Kliegl Sciopticons, and are 
designed for use with stage lamps that require a variable voltage adjustment. They can be regulated to 
suit any voltage requirement from 50 to 125 and 250 volts, and have a capacity for 25 amperes. The varia' 
tion of resistance is obtained by a sliding spring contact; otherwise they are of same general construction as 
the fixed resistances previously described. 

Kliegl Resistances and Rheostats 





Description 


Rating 


Price 


Weight 




No. 






Code Word 






Volts 


Amperes 








495 


Fixed Resistance 


iiy 


200, 150, LOO 


$118.00 


91 bs. 


Raamses 


496 


Fixed Resistance 


125 


100, 75, 50 


48.00 


52 lbs. 


Rdd^loof 


497 


Fixed Resistance 


125 


yo^l') 


30.00 


30 bs. 


Raas}{Op 


498 


Fixed Resistance 


125 


50 


26.00 


2S lbs. 


Rahacal 


499 


Fixed Resistance 


125: 


35 


12.00 


13K lbs. 


Rabaldc 


500 


Fixed Resistance 


125 


25 


13.00 


ISH lbs. 


Rahalvd 


501 


Fixed Resistance 


125 


15 


11.00 


liH bs. 


Rahato 


502 


Fixed Resistance 


i2y 


10 


10.00 


10 lbs. 


Rahbah 


503 


Fixed Resistance 


250 


10 


20,00 


20 ibs. 


Rahhelire 


504 


Fixed Resistance 


250 


15 


26.00 


26K lbs. 


Rahbiche 


505 


Fixed Resistance 


250 


- 25 


26.00 


261^ lbs. 


Rahhordo 


506 


Fixed Resistance 


250 


3^ 


26.00 


263^ Ibs. 


Rahhuffo 


507 


Fixed Resistance 


2?0 


50 


64.00 




Rahdoidc 


508 


Fixed Resistance 


250 


70 


74- 00 




Rahcdses 


509 


Fixed Resistance 


250 


100 


120.00 




Rabcira 


511 


Adjustable Rheostat 


50 to 12^ 


25 


14.00 


14 lbs, 


Rahhino 


515 


Adjustable Rheostat 


50 to 250 


2-) 


28.00 


263^ lbs. 


Rahello 



Fixed resistances of greater capacity in volts or amperes made to order. 
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P 





852 



859 



863 



867 



846 



870 439 



422 



421 










855 



854 



853 860 



864 



866 



850 



849 



MISCELLANEOUS PARTS for SPOTLIGHTS 



No. 



Description 



Price, Each 



Code Word 



838 
837 

839 

840 
841 

843 
844 
845 

846 
847 
848 
849 
850 
851 

852 
853 

854 
855 

858 
859 
860 

863 
864 
865 

866 
867 

869 

870 

871 
872 
873 

875 
876 
877 



Effect Holder, with 5-inch Condensing Lens, aluminum, for 5-inch Spotlight 
Effect Holder, with 5'inch Condensing Lens, for 8'inch Spotlight 

Slide Carrier, with metal frame attachment for Sciopticon 

Peep Hole Frame for Spotlight 

One set of Red and Green Glasses for peep hole 

Adapter for 8" Spotlight, to hold 5" lens, without lens 
Adapter for 8" Spotlight, to hold 6" lens, without lens 
Adapter for 6" to 5" lens, for Spotlight, without lens 

Aluminum Switch Holder for 1 " Pipe 
Aluminum Switch Holder for i '4 " Pipe 
Aluminum Cable Fullback for Bunch Light Stand 
Aluminum Cable Pullback for Music Stands 
Aluminum Cable Clamp for No. ic Cable 
Aluminum Cable Clamp for No. 6 Cable 

Goose Neck Bracket with Stud for Bunch Light 
Wing Nut for same 

Cast Iron Swivel Joint for top of Stand 
Leather Washer 

Bracket with Stud for Spotlight, Nos. 5 to 1 1 
Lever Handle for Spotlight Hoods 
Stud for Bracket 

Set Screw for Stand Pipe 
Collar for 3^" Stand Pipe 
Collar for 3,^ " Stand Pipe 

Thumb Screws for Collars, Nos. 864 and 865 
Cable Hook for Stand 

4^-inch Lens Ring 

Grip Handle for Spotlight Hood, with screw 
5-inch Lens Ring 

6'inch Lens Ring ♦ 

8'inch Lens Ring 

iK-inch Pipe Clamp for >^-inch Pipe Coupling 
i>4-inch Pipe Clamp with Flat Flange 
ij<i''inch Pipe Clamp with Screw 



$ 8.50 

11.00 


Seance 
Saeldis 


5'TO 


Sehago 


.10 

.20 


Sehenta 
Seboso 


375 
3-75 

1-75 


Secesso 

Secolo 
Secui 


I.OO 
I.OO 

.60 

.50 

.70 


Sedeo 

Sedosa 

Scgald 

Seifia 

Semo 

Seisma 


1.25 
-40 


Scitens 
Seivosa 


-90 

-TO 

3-00 
-40 

-3? 


Sejour 
Sejungo 

Selloa 

Selvato 

Semear 


,22 
.60 

-60 


Semno 

Semoto 

Semear 


.10 

■35 


Senagid 
ScnciUo 


-15 


Senecio 


■45 
■:i5 

-30 


Senfod 

Senhor 
Senoleo 

Stnsate 


1-75 

1-75 
1-7^ 


Sensual 
Sentais 
Senticcr 



TRUCK for SPOTLIGHTS 

Kliegl Truck for Spotlights is a steel cross^frame fitted with four ball-bearing casters 

and four thumb-screw clamps; provides means for moving light- 
ing apparatus about quickly and easily. It is designed to be 
attached to the round base of pedestal type Kliegl Spotlights 
and other similar apparatus having a round base 14X inches in 
diameter. 

^°- Price Weight Code Word 

879 Kliegl Truck for Spotlights $5.00 10 lbs. Senzcln 
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MAZDA 



9? 



POTLIGHT LAMP PART' 



Kliegl Burner No_ 930, for use with Kliegl looo-^watt ''Ma2;da'' Spotlights consists of a 
mogul'screw-base receptacle on a sliding base, with focusing arm, and means for revolving 
and adjusting height of socket to permit centering of lamp filament to lens; also fitted with 
5^-inch Kliegl Mirrored-Glass Reflector in aluminum frame with adjustable bracket. 

Kliegl Mirrored-Glass Reflector No, 926, placed back of a bulb in a Kliegl ''Mazda" 
Spotlight increase the light volume fifty per cent. Reflectors are concave silvered mirrors 
in aluminum frames with adjustable bracket, ready for mounting on focusing arm of 

lamp; also furnished without aluminum frame, 



Kliegl "Mazda"" Type SpOTLrctix Lamp Parts 




No, 932 





No- 



926 
927 
928 

929 

930 
931 

932 
933 



Description 



Reflector for '''Ma^da" type Spot' 
light, with aluminum mounting 

Reflector for "Mazda" type Spot- 
light, with aluminum mounting 

Reflector for ''Mazda'' type Spot' 
light, with aluminum mounting 

Reflector for ''Mazda" type Spot' 
light, without aluminum mounting 

Reflector for '^Mazda" type Spot' 
hght, without aluminum mounting 

Reflector for '"Mazda"" type Spot- 
hght, without aluminum mounting 

Burner for looo-w^att "Mazda" 
type Spotlight, with reflector 

Burner for looo'watt ''Mazda'' 
type Spotlight, without reflector 



Size 


Price 


Weight 


Code Word 


3^" 


$3,00 


Klb. 


Shallot 


4:^" 


4.25 


lib. 


Shdmbie 


5H" 


5.00 


lib. 


S}\aroc\ 


iV." 


1.60 


6 ozs. 


Shashai 


4><" 


2,50 


7 ozs. 


Shedeur 


5K" 


3.00 


7 o?£. 


Shekel 




13.00 




Shelomi 




8.00 




Sheriat 



No. 926 



No. 929 



No. 876 




No. 875 



SHOWING A 
^PE CLAMP 

naB75 IN U5£ 




PIPE CLAMP 

Kliegl Pipe Clamps facilitate the mounting of spotlights and open- 
box lights on pipes and battens in any position at any angle desired. 
They are quickly and easily attached; grip the pipe firmly, and hold 
the lamp securely in place. They fit any si^e pipe from J-^-inch to 
ij4-inches — wide range is obtained by reversible top, one end of 
which is slotted so that clamp may be removed from pipe without 
removing clamp screws; made of cast brass; finished in black enamel; 
in three styles — one with a threaded stem for pipe couphng connec- 
tion; another with flange and thumb nut for pivoted mountings; 
and a third with a flat-bottom stem and screw for fastening to 
Spotlight No. 62. 

Kliegl Pipe Clamps 



No. 



875 
876 
877 



Description 



Pipe Clamp with threaded stem for >^'inch pipe coupling 

Pipe Clamp with flange and thumb nut 

Pipe Clamp with smooth stem and screw 



Price 

$1.75 
1.75 



Weight 



I>-2 

1^ 



lbs. 

lbs. 
lbs. 



Code Word 



Sensual 
Scntais 
Scnticar 



.. A 



k . 



♦^ 
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BORDER LIGHT CABLE SUPPORTS 




SnOWiNC eoRDED 
UCHT CABL£ SOPPORf 
AND CMOU IN 
POSiT/Qn 



Kliegl Border Light Cable Supports relieve 
the border light of all cable strains and support 
the flexible cable so that it will not be injured 
by its own weight or by being frequently 
raised and lowered. They take any si2;e border- 
light cable from ^-inch to i^-inches in diam- 
eter; cable clamp is designed to grip a i>^-inch 
pipe support. Both cable clamp and cradle are 
made of cast-iron; finished in black enamel. 

Kliegl Border Light Cable Supports 



No. 



635 
636 



Description 



Bordei'Light Cable'Clamp 
Border-Light Cradle-Support 



Price 



Code Word 



3-yo 



Radnaaf 



STAGE CABLE 

Kliegl Stage Cable is an exceptionally flexible and substantial cable— specially made 
to meet the severe service requirements of stage lighting ; Standard of the National 
Electric Code, and approved by the City Departments; made up of a large number of 
fine copper strands bound together, and insulated with rubber and a tough braided 
covering— without stiffening compounds of any kind. 

Kliegl Stage Cable 



Size of 
Cable 

BfrSNo, 



Description 



18 
16 
14 
12 
10 


2-Conductor Stage Cabe 
2'Conductor Stage Cable 
2-Conductor Stage Cab e 
2-Conductor Stage Cable 
2-Conductor Stage Cable 


8 
6 
4 
2 
1 

00 
0000 


2-Conductor Stage Cable 
2-Conductor Stage Cabe 
2-Conductor Stage Cable 
2-Conductor Stage Cable 
2-Conductor Stage Cable 
2-Conductor Stage Cable 
2-Conductor Stage Cable 
2-Conductor Stage Cable 


8 

4 

1 

00 


3-Conductor Stage Cable 
3-Conductor Stage Cable 
^-Conductor Stage Cable 
3-Conductor Stage Cable 



Carrying 
Capacity 

Amperes 



3 
6 

15 

20 
35 

35 
50 
70 
90 

100 

125 

lyo 
2iy 

70 

140 
200 

JOO 



Price 

Per 

100 Feet 



S3-8o 
5.00 
7.50 

10.00 

13 75 

19-50 
30.00 

38,00 

55.00 

68.30 

78.80 

105.60 

134-00 

29.50 
55-00 

94-70 
131.00 



Code Word 



Slaaf 

Slaags 

Slaggy 

Slano 

Siatto 

Slave 

Sleazy 

Sleek 

Skety 

Sleighs 

Slempen 

Sletvin\ 

SleuTtrant 

Sleutels 
Sleuv€n 
Slihowi 
SU\kcn 



V -Vi* ' 
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BORDER LIGHT CABLE 



Kliegl Border Light Cable is approved flexible cable made up of three or more con- 
ductors. Border Light Cable of three, four, six, eight, and twelve conductors of No. 12 
flexible cable carried in stock; other si^es and combmations of approved cable made to 
order; prices on application; specify number of conductors, si2;e of wire, and, length of 
cable required. 



Size of 

Cable 

B tf S No 

"~12 
12 
12 
12 

12 

12 



Border-Light Cable 
Border-Light Cable 
Border-Light Cable 
Border-Light Cable 
Border-Light Cable 
Border-Light Cable 



Description 



Number of 
Conductors 

- % 

4 

6 

8 
12 
16 



Price Per 


100 Feet 


$18 


00 


24 


00 


36 


00 


48 


00 


72 


00 


96 


00 



Code Word 

Slimed 

Stinger 

Slitter 

Sliva 

Slohher 

Slocp 



ASBESTOS COVERED FLEXIBLE CABLE 

Kliegl Asbestos Covered Flexible Cable is a single'conductor stranded cable with 
double covering of asbestos braid; is in accordance with the latest Underwriters' rulings, 
and especially well suited for stage lighting apparatus. 



Size of 

(J ABLE 

B & S No. 


Description 


Carrying 
Capacity 
Amperes 


Price 
Per 

100 Feet 


Code Word 


16 

14 

12 

10 

8 

6 

4 

2 


Asbestos Covered Flexib e Cable 
Asbestos Covered Flexib e Cable 
Asbestos Covered F exible Cable 
Asbestos Covered Flexible Cable 
Asbestos Covered F exible Cable 
Asbestos Covered F exible Cable 
Asbestos Covered Flexible Cable 
Asbestos Covered Flexib e Cab e 


10 

00 

25 

30 
50 
70 
90 


$7.00 
9,00 
10,00 
12.00 
15.00 

22,00 

30.00 
40,00 


Slmk 

Sluipen 

Slunga 

Slur/ 

Slurred 

Slutarc 

Slutavd 

Slyness 



RUBBER COVERED FLEXIBLE CABLE 

Kliegl All-Rubber Covered Flexible Cable is a twin-conductor stranded cable with 
a very durable, all-rubber covering made to withstand the harsh treatment to which 
cables connected to portable Ughting apparatus are subjected. 



Size of 

Cable 

B 6> S No. 



18 
18 
16 
14 
10 



Description 



AU'Rubber^Covered Flexible Cable 

AIl'Rubber 'Covered Flexible Cable 

All'Rubber'Covered Flexible Cable 

All'Rubber-Covered Flexible Cable 

All'Rubber<:overed Flexible Cable 



Number of 
Conductors 

1 
2 

2 
1 
2 



Rubber 
Covering 



Thin 

Heavy 

Heavy 

Heavy 
Heavy 



Price Per 

100 Feet 



$10.00 

13' 60 
15.20 

22. 00 

38.00 



Code Word 



Slofhak 
SlogdYido 
Slogatura 
Shgavatc 

Sloggio 



.i..^Ll. 
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CARBON 

Imported and Domestic Carbons are carried in stock in large quantities. They pro- 
duce a brilliant white light; burn steadily, noiselessly and with maximum efficiency. 
The best results are obtained when carbons are used in accordance with the following 
schedule : 



.Chart Showing Proper Use of Carbons With Arc Lamps 





Direct Current 


Alternating Current 


Current 
Amperes 


Lower Carbons 
Negative '"^Orotip" 


Upper Carbons 
Positive "Projector" 


Lower Carbons 
"White Flamp" 


Upper Carbons 
"Projector" 


25 to 45 
45 to 60 

60 to 75 

75 to go 

go to 125 

150 to 200 


^6"x6"soid 
11-^ "x6" solid 
H"x6" solid 
^,"6 "x6" cored 
><"x6" cored 
H"x6" cored 


f^^x 12" cored 
^"xi 2" cored 
^"xi2" cored 
>i"x 12 "cored 

i"xi2" cored 
iK"xi2" cored 


^"x6" 
f^"x6" 
^"x6" 


^"xii" cored 
><"xi2"cored 
K"x 12 "cored 

>i"xi2" cored 
i"xi2" cored 



Silvertip 



White Flame Projector Carbons, CORED 



Size 


Price per. 100 


Price per 1000 


Size 


Price per 100 


Price per iooo 


H"yi^" cored 


$3.50 


$26.20 


fr'xi2"coredt 


$I2hI5 


$97.90 


^"xi2" corec 


7-93 


63.10 


K'"xi2" cored 


16.95 


150.00 


^"X43/+"' cored 


4.44 


3476 


>^"x8" cored 


15-50 


132.00 


K"xi2" cored 


9.25 


76.42 


pi" XI 2" cored 


21.60 


193.00 


}4"xio." cored* 


9-77 


81.67 


I "x8 " cored 


18.19 


160.00 


y& "x6 " cored 


7.50 


66.00' 


i"xi2'' cored 


26.80 


240.00 


f^"xi2" cored 


13.65 


1 19. 50 









t Special large core 



Projector Carbons 



h 


Positive (Top) 




Negative (Bottom) 




Size 


Price per 100 


Price per iooo 


Size 


Price per 100 


Price per iooo 


>^"xi2" cored 
H"x6'' cored 
^■^"xi2" cored 
K'xe" cored 
3/^ "x 12 "cored 
>^"x 12 "cored 
i"xi2" cored 


$7-74 
5.28 

10-35 

6-75 
13.38 

17-75 
22.68 


$66. 50 
45-00 
89.50 

58.50 

117.50 

158.00 
ao2. 50 


^^''x 6" solid 

H"x6"so]id 
Ke''^ 6" solid* 
iK2"x6"soid* 
f-^"x6"soHd* 
3l'6"x6" cored* 
M"x6" cored* 
>^"x6" cored* 


$4-50 
4-88 
6.90 
7.18 

7-55 
8.42 

9.15 

13.80 


$40.00 
42.50 
61.50 
64.00 

66.75 

74-00 

78.50 

114.50 



Orotip (Silvertip) Carbons 



U, V. Carbons 



Carbons chemically prepared to produce a light rich in Ultra-violet Rays 



No. 
U84 



Size 



Price per ioo 

$10.00 



Code Word 

Atondar 
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GELATINE COLOR MEDIUM 

KuEGL Gelatine Color Mediums are strong, uniformly colored sheets of gelatine, 
i9"x 21", stocked in a wide range of colors, and also available in fancy combinations of 
colors. Order by color number and use code words for telegraph orders. Gelatines 
may be taken in assorted colors. Boxing and packing at cost. On all orders for less 
than $5.00 worth, to be sent Parcel Post, a charge of 15c will be made for packing — plus 
the amount for postage. One hundred sheets weigh 5>^ lbs. 

Kliegl Gelatine Color Mediums 



Color No. 


% 

Description 


Code Word 


Color No, 


Description 


CoDfc Word 


GO 


Clear 


Cahala 


G'22 


Rose Purple 


Canter 


G'l 


Frosted 


Cabcca 


G'23 


Dark Purp e 


Canthus 


G'2 


Straw 


Caboose 


G'27 


Dark Violet 


Canting 


G-3 


Light Lemon 


CdCdO 


G^28 


Light Vioet 


Capful 


G-6 


Medium Lemon 


Caciguc 


G^29 


Very Light Blue ■ 


Capids 


G-9 


Dark Lemon 


Calcify 


G^30 


Light Blue 


Capilar 


G'lO 


Lieht Amber 


Calane 


G31 


Medium B ue 


Caphn 


G-12 


Medium Amber 


CaUph 


G'35 


Dark Blue 


Capric 


G.13 


Dark Amber 


Callons 


G'36 


Green B ue 


Capstan 


G.14 


Orange 


Cahric 


G^37 


Light Green 


Carat 


G'15 


Light Red 


Calotte 


G^38 


Medium Green 


Carvel 


G-16 


Medium Red 


Caltrop 


G39 


Dark Green 


Caraivay 


G'l 7 


Dark Red 


Calve 


G'41 


Very Dark Green 


Carboy 


G'18 


Chocolate 


Calysc 


G42 


Moonlight Blue (blue green) 


Cardia 


G'19 


Rose Pink 


Candla 


G45 


Rainbow Co or Combination 


Canh 


G'20 


Dubarry Pink 


Canoes 


G'55 


Spotted Fancy Co or Combination 


Carrot 


G'21 


Magenta 


Cantata 









Price: gelatine sheets Color No. G-o to G-42, twenty cents per sheet; No. G'45 to G'55, one dollar per sheet 



CARRYING CASES for GELATINE MEDIUM 

Kliegl Carrying Cases for gelatine color mediums can be used to store an extra supply 
of gelatines while on the road, and protects the mediums from damage when being 
transported. 



No. 



48 
49 



Description 



Kliegl Gelatine Carrying Case, 4'inch, round, galvanized sheet iron 

Kliegl Gelatine Carrying Case, square, size 2o"x2i."ki", galvanized sheet iron 



Price 



$1 .00 
2.75 



Code Word 



Cartel 
Cartog 



GELATINE ANNOUNCEMENT SLIDE 

Kliegl Gelatine Announcement Slides, used for projecting special announcements 
on a screen in a theatre or elsewhere, are clear sheets of gelatine; fit slide carriers of pro' 
jection apparatus; and wording can be typewritten or hand written on their surface. 



No. 
5S 



Kliegl Announcement Slides, 3X"x 4" 



Price Per 100 Code Word 
$1.00 Cestui 



1 r, 



'• ' 



\'7i 
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COLOR GLOBES and COLOR CAPS 

Kliegl Color Globes and Color Caps for detachable^ color-globe type border lights, 
footlights and proscenium lights, are naturallycolored blown^glass— permanently col^ 
ored when manufactured; unaffected by intense heat; standardised, interchangeable, 

and uniform in color — new globes or caps match those 
previously secured; colors, amber, red, blue, and green. 
Color Globes have a round smooth top, and are held in place over 
the lamp by spring-catch globe holder (with reflector) that grips 

the base of the globe. 
, Color Caps are provided with spring wire clamp attached inside 
of the cap which grips the lamp bulb and holds the cap in place ; 

. . -.- . a separate aluminum reflector which fits over the base of the lamp 

No. 1961 No. 1971 No. 1967 is also furnished with color caps. 

Kliegl Color Globes and Color Caps 






No. 



1960 
1961 
1962 
1963 

1964 

1966 
1967 
1968 
1969 

1971 
1972 
1973 
1974 



Description 



Color Globe, amber, for 150'watt, P.S.'i'j Mazda lamp 
Color Globe, red, for 150-watt, P.S.-25 Mazda lamp 
Color Globe, blue, for 150-watt, P.S.'25 Mazda lamp 
Color Globe, green, for 150'watt, P.S.'25 Ma^da lamp 
Color Globe Holder with aluminum reflector 

Color Cap, amber, with spring clamp and reflector, for 75 to 150-watt Mazda lamp 
Color Cap, red, with spring clamp and reflector; for 75 to i^o-watt Mazda lamp 
Color Cap, blue, with spring clamp and reflector; for 75 to i^o-watt Mazda lamp 
Color Cap, green, with spring clamp and reflector; for 75 to lyo-watt Mazda lamp 
Color Cap, amber, with spring clamp and reflector; for 100- and 300-watt Mazda lamps 
Color Cap, red, with spring clamp and reflector; for aoo- and 300-watt Mazda lamps 
Color Cap, blue, with spring clamp and reflector; for 200- and 300-watt Mazda lamps 
Color Cap, green, with spring clamp and reflector; for loo- and joo-watt Mazda lamps 



Price 


Code Word 


$1.10 
1,10 
1. 10 
1. 10 


Socdiro 
Socavar 
Socedcr 
Sociaho 


1. 10 


Socinidn 


2,00 
a, 00 
a. 00 
2.00 


Soddglid 
Sodann 
Soehen 
Soestro 


2.50 

H.'yO 

2.50 
2. 50 


Sofolie 
SofrCdt 
Sogdier 
Sogines 



COLORING for LAMPS 

I 

Kliegl Coloring Solutions for incandescent lamps are made in several different grades. 
""Weatherproof" is recommended for permanent coloring of lamps exposed to the weather; 
"Opalescent'' for use outdoors where it is desired that the color last for a period of 
several months; and "Signaloid" for stage Hghting and other lamps used indoors. 

Weatherproof Lamp Coloring 

Weatherproof Lamp Coloring is a transparent non-fading solution for outdoor use 
made in five colors and white opal. Lamp is dipped and dried ''cold'' (no current used). 
Requires three days to dry. Guaranteed not to chip, blister, or wash off during the life 
of the lamp. 

Kliegl Weatherproof Lamp Coloring 



Color 


Description 


Half Pint 


Pint 


Quart 


No, 


Price 


Code Word 


Price 


Code Word 


Price 


Code V/ord 


W-1 

W'6 

W'lO 

W'16 

W-31 

W-39 


White Opal 

Yellow 

Amber 

Red 

Blue 

Green 


$1.80 
1.80 
1.80 
1,80 
1-80 
i_8o 


Suabia 

Suadora 

Suarista 

Suavite 

SuhaldT 

Suhasto 


$3^00 
3 00 
3-00 

3 .00 
3-00 
300 


Suhcarrc 

Subcilie 

Suhdean 

Snhdiale 

Suhdole 

Suhduros 


$5-40 
5.40 
5.40 
5.40 
5.40 
5.40 


Suhcndo 

Suhcrau 

Suhfus}{ 

Suhicis 

Suhimos 

Suhitoso 
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Opalescent Lamp Coloring 

Opalescent Lamp Coloring is a quick-drying high-grade lamp coloring unaffected by 
the elements, and will last several months outdoors. Lamps are dipped '''cold/'' then 
the current is turned on for a few minutes to dry the solution. It is furnished in seven 
colors and white opal, as shown in the listing. For interior decoration and home use 
it is also made in delicate colors with an opal froster. Special colors are made to order. 

Kliegl Opalescent Lamp Coloring ' ' ^ ' '"'' 









Pint 




Quart 


Color No. 


Description 


h 










Price 


Code Word 


Price 


Code Word 


OP-1 


White Opal 


$1.50 


Suhoval 


$2.80 


Subpolar 


OP-6 


YeUow 




50 


Suhrasos 


2.80 


Subrepo 


OP-10 


Light Amber 


J 


50 


Subngid 


2.80 


Subrogo 


OP-12 


Dark Amber 




50 


Suhsalt 


2.80 


Suhsaxs 


OP- 16 


Red 




?o 


Subsoil 


a. 80 


Suhstcho 


OP-19 


Pink 




50 


Subtend 


2.80 


Suhtonic 


OP-31 


Blue 




yo 


Suhtixtor 


2.80 


Suburb 


OP-39 


Green 




50 


Suhvenir 


2.80 


Subvert 



Signaloid (Transparent) Lamp Coloring 

SiGNALOiD Lamp Coloring for use indoors is a solution and process which is simple 
and instantaneous; dipping the lamp, with the current on, in the solution and imme- 
diately withdrawing it produces a brilliant and dur- 
able color transparency that will not crack, peel, or 
chip off; gives lamp the appearance of being made 
of colored glass; stocked in the various colors shown 
in the listing. Special colors made to order. Each 
quart bottle is packed in a separate carton with 
dipping cup. One quart will color five hundred 40- 
watt lamps. Reducer for toning down colors also 
furnished in pint and quart bottles. 

Kliegl Signaloid Lamp Coloring 






Description 


Pint 


Quart 


Color No. 


Price 


Code Word 


Price 


Code Word 


ST-1 

ST-6 

ST-10 

ST-16 

ST-19 

ST-22 

ST-31 

ST-39 

ST-42 


Frostine 

Yellow 

Amber 

Red 

Pink 

Purple 

Blue 

Green 

Moonlight Blue 


Si. 50 
1.50 
1.50 
i.yo 
1.50 
1.50 
1.^0 
1,50 
1.50 


Suadas 

Sudeiro 

Suedost 

Sueldo 

Suevico 

Sufocd-s 

Sufrago 

Sugnoso 

Sulcaria 


$2.80 
2.80 
2,80 
2.80 
2.80 
2.80 
2.80 
2.80 
a. 80 


Sudation 

Sudor cs 

Suegrd 

Suerfeln 

Sujlada 

Sufolero 

Sugherd 

Suivons 

Sulfdto 



No. 



1940 
1941 



Kliegl Signaloid Reducer 



Description 



Signaloid Reducer, pint bottle 
Signaloid Reducer, quart bottle 



Price 



$1.50 
2.80 



Code Word 



Sultfinflt 
Sumico 



IV' 



Paee loS 



■He 



KLIEGL BROS LTxi\ersal Electric Stage Liohtini^ Co., I 



vc. 




No. 1945 



No. 



1W7 



COLORINE REMOVER 

Kliegl L.\.\£p Colorike Renjox-er instantaneously removes old color coatings 
trom electric lamp bulbs. It v^nll not injure or affect the hands, and is non^ 
inflanimable-^simply dissolve compound in hot w^ttx and dip lamps in the 
solution. One pound of Colorine Remover makes ^)4 gallons of solution. 

KUEGL COLOSIVE Re».!0'.'F5 



DESCRimON 



Limp (.-otonne Kemover, one pound 
In lo-lb. lots 
I In 3$4b. Iocs 



I Price Pes Lb. | Code Woro 



35c 
30c 

25c 



Supcmai 



I N C A N D 



E 



CENT 



M 



n,™ ^tT^ ^'' recommended for use uith Kliegl apparatus. In tvpe "C" lamo. the 
rung.ten h lament opemes in an inert gas. ii. rvpe '¥' m a vacuum^ oTsigiaTn'- 

the letter mdicarec the shape ot the bulb and the 
ngure its diameter in eighths of an inch. Thu^ S-io 
bulb IS straighr-sided, 19 S (or --> s ''i in diamerer. "G'' 

indicates a round bulb; "T"" a 

tubular bulb; and "P" or "PS" 

a pear-shaped bulb. 






G'4S Bulb 





G.4O Bulb 



G-30 Bulb 




G-25 Bulb 



T-20 Bulb 



T*20 Bulb 
400^-^ tts 



i?aU KwT-xf -^"^'""f ;^?' '■^" ^'"^^ ^amps-For Projection Apparatus 

except bulb douTA.-ard w^- .tti^?;fLf^^^^^ 

vernc.::y up«^.d. never ^ an; ot£";S*n tubular bulb T lamps should always l^^umed 

■' CcscTVTR...Trr Fraves-t Tvpe 'C" Mta>A Lamp« 



N"o. 



^•atr 



* I 

Voir? 



I 



Bl-LS 



Light 
Cixxrs 
Lexgtk. 



800 

802 
803 

804 

805 

807 
80b 

808 

809 

813 



400 
400 

50c 

10C50 

1000 
2000 



110 

ISO 



120 
120 

120 



G2o 

G30 
G-30 

T20 

G40 
G40 
G-40 
G^ 
G48 

t:o 






3 
5 

3 

4X 
4X 



Lexgti;. 
5 

_ T 

7>4 



Sta\*. 
Pack. 
Qlan- 



Sc.>iE\v Ease 



PRKE Code Wokd 



lamps can be mrnisbed from s::c^ 



50 


Mej:,;"T 


14 


Medfinn 


6 


Medium 


11 
11 
12 


Mc^ul 
Mogul 
Xfogui 


11 
11 


Mogul 
Mogul 


6 


Mogul 



Si 


.00 




75 

oo 




•75 


3 

6 
9 


ay 

7? 
00 


8. 


50 1 

00 


6. 


TO 



Vaaxjes 

VacOadQ 
Vadaoo 

Vocuiwr 
Vddosos 

Vadeaba 

Vafrous 
Vi 



Vaguear 
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PS-52 Bulb 

7 50- watts 
1000-watts 




PS-40 Bulb 

?oo- watts 




S- 14 Bulb 

5'io-watts 




PSOO Bulb 

200- watts 




S-17 Bulb 

10' I ^'25' watts 




PS-25 Bulb 

loo'watts 
150'watts 




S-19 Bulb 

40-5Q-Wdtt3 




r\ 



PS'22 Bulb 

75'Watts 




S'21 Bulb 

60' watts 




Short 

Bunghole 

Carbon 

Lamp 




T-10 Bulb 

i^-watts 



Mazda Lamps^Types "B" and "C"— For General Lighting 

In all Kliegl Borderlights, footlights, proscenium lights, open-hox lights, bunch lights, strip lights, and for 
general hghting m the theatre and elsewhere, the following ''Mazda" lamps are used and recommended. 

Lamps above loo-watts should be burned with the bulb downward. 

Naturally colored red and blue lamps in sizes from 6o'watt to 200-watt (permanently colored m the process 
of manufacture) can be used in place of "dipped" lamps. 

Flame-shaped bulbs are frosted white glass formed to represent a flame, and are used for torches, candelabra, 
and decorative lighting. 

Distributed Filament Type "B" and "C" Mazda Lamps 







1 Light ^ Max. 


Stan. 


Screw 






Watts 


Volts 


Bulb i Center Overall 


Pack. 


Price 


Code Word 






Length Length 


QUAN. 

200 


DASE 






10 


120 


S'i4 4 " > 


Medium 


$0.27 


Vaidoso 


10 


120 


S'i7 


^H" 


100 


Medium 


.27 


Vaigldia 


T5 


120 


S'i7 


■ 4>8" 


100 


Medium 


.27 


\/a\gragc 


^5 


120 


S-17 


4}i" 


100 


Medium 


-17 


Vailers 


40 


120 


S'i9 


■>H" 


100 


Medium 


.27 


\^a\ncr€ 


50 


120 


S'i9 ' 5^" 


100 


Medium 


.27 


Vaintros 


60 


120 


S'2I 


•sH" 


100 


Medium 


■ l^ 


Vainica 


75 


120 


PS'22 4^^" ■ 


^yi" 


50 


Medium 


■45 


Vaiolaio 


100 


120 


PS'25 1 551-6" , lyi" 


24 


Medium 


,50 


V air on 


150 


120 


PS-2T 1 fA^" iH" 


24 


Medium 


.65 


Va\vcm 


200 


120 


PS'-^o 6 " 


8^8" 


24 


Medium 


.80 


Va\€r\g 


300 


120 


PS'M 1 7 " 


9H" 


24 


Mogul 


1.25 


VaUhk 


500 


T20 


PS'40 i 7 " 


10 " 


12 


Mogul 


2.00 


Vfllbrug 


750 


T20 


PS.52 9X" 


iiH" 


8 


Mogul 


3-50 


Vtiledio 


1000 


120 


PS'52 9K" * i3H' 


8 


Mogul 


5-75 


Va\ao\ 


1500 


120 


PS^52 9'A" nH" 


8 


Mogul 


5.00 


VaMnck 


25 


120 


T-10 'jH" 


100 


Medium 


■45 


Va\\y 


40 


120 


T-8 I a " 


50 


Medium 


1. 15 


VaWairt 


250 


220 


G'30 I " 5H" 


24 


Medium 


^■50 


y^ead,(rr 


400 


220 


G'3o 3 " ^K" 


14 


Medium 


5.25 


^ehtrcs 


500 


220 


G'40 4K" 7K" 


12 


Mogul 


5.25 


Vecinal 


1000 


220 


G-48 yK" ^H" 


12 


Mogul 


10. 5c 


Vcdxcas 


500 


220 


PS-40 7 " 10 " 


12 


Mogul 


2.40 


Vegeto 


1000 


220 


PS.51 ' 9H" 13^" 


8 


Mogu 


4.50 


Vegrand^ 


4 


120 


CP Bunghole Carbon Lamp 


- 


Medium 


■15 


Va\\c}0$ 


20 


120 


CP Flame Bulb 




Medium 


4^ 


VaWicosa 
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Watts 



60 
60 

75 

75 
100 

100 

150 

150 

200 

200 



Volts 



120 

120 

120 

120 
120 
120 
120 
120 
120 
120 
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Natural Colored Glass Bulbs 



Bulb 



S'2I 

5-21 

PS'22 

PS'22 

PS-i5 
PS-iy 

PS'25 

PS'25 

PS'jo 

PS-so 



Screw Base 



Medium 
Medium 
Medium 

Medium 
Medium 
Medium 
Medium 

Medium 
Medium 
Medium 



Color 



Red 
Blue 
Red 
Blue 
Red 
Blue 
Red 
Blue 
Red 
Blue 



Price 



$ 

1 
I 
I 
I 
I 
I 
% 
I 



97 

77 

45 
00 

70 
15 

85 
30 
40 
60 



Code Word 



Veicnus 

Veilig 

Veinant 

Veirado 

Veldcho 

Velanca 

Veldr^r 

Vcldtuig 

Velcira 

VeUlles 




LAMP GUARDS 

Kliegl Lamp Guards for mica sockets used for festoon lighting, flowers, 
etc., designed for 10-, 25-, and 6o'watt lamps, are fastened solid to mica 
socket, but allow lamp to be replaced through the front of the guard. 

No. 796 Kliegl Wire Lamp Guard for Mica Sockets Price $.30 Code Word Reimpor 



FLAME'SHAPED GLOBES 



No. 


Dfscription 


Size of Shade Holder 


Price 


Code Word 


797 
798 
799 


y^^-inch High Flame 
8'incti High Flame 
i6K^inch High Flame 


2^ inches 
3^ inche-s 

4 inches 


$1.50 
2.50 

7.00 


Reinol 

Rcishau 

Rdtero 



KLIEGL^PLUG RECEPTACLES 

Kliegl'Plug Receptacles are made of porcelain with copper contact parts and lugs, and 
are used in the construction of Kliegl stage pockets, wall pockets, panel pockets, plugging 

boxes, and portable dimmer 
boxes. They are supplied sep' 
arately, as listed, for repair pur^ 
poses. Each receptacle is fur- 
nished complete ready for in- 
stallation. 













^^(^ 


(S^^ 




=.9=m-^ 


l^J _-__ 






^^ 


^y 




^m^ 


"Up* 1 t^i .— 




^ 


^^.j^^ 



- -^ 


= ==— - 


— ^s 


0- 

. 


= %" 


1 


i-l 


l:«W 


■Mi^ 




P-449 P-95 



P-96 



P-97 



P-93 



P-97A 





Description 


- 

Rating 


Used in Kliegl AppaR' 
ATus Cat- No. 


Price 


Code Word 


No. 


Amperes 


Volts 


Number of 
Circuits 




P-449 
P-95 

P-95A 

P-95C 

P-96 

P-97 

P'97A 

P-97C 

P'93 

P93C 


Kliegl-Plug Receptacle 
Kliegl-Plug Receptacle 

Kliegl'Plug Receptacle 
Klicg 'Plug Receptacle 
Kliegl-Plug Receptacle 
K iegl-Plug Receptacle 
Kliegl'Plug Receptacle 
Kliegl-Plug Receptacle 
Kliegl-Plug Receptacle 
Kliegl-Plug Receptacle 


50 
100 

50 
100 

30 
200 

200 

400 


250 
250 

250 

250 
125 
i:i5'25'0 

125 


2'wire 
2'wire 

2'Wire 
I -wire 
2'wire 
2'wire 
3 'Wire 
I -wire 
2' wire 
I'Wire 


308 to 313; 351 to 374 
317 to 319; 350; 355; 360; 

390 to 395 Plugging Boxes 
3507; 3310; 3350; 338 
305 to 307; 337 
1307, 1310, 1350 
2307,2310, 2350 

321, 340 

4307, 4310, 4350 

%2i, 327. 342 


$2,00 

2-00 
2.00 
3,00 
2,00 

5,50 
7.50 
8.50 

10, 50 


I^ictahat 

Lactato 

Lacteal 

Lactrmus 

Laaeoli 

Jm-zosc 

Laaurni 

Lacune 

Ldctucir 

Lactumcn 
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No. 450 




Fig. 19 



Bg. 18 




Fig. 20 



No. 471 



SOLDERLE 



COPPER TERMINAL 



KuEGL SoLDERLEss CoppER TERMINALS, made of Stamped copper, are a patented lug spe- 
cially designed for use as terminal ends for stage cable or asbestos'covered wires con- 
nected to an arc lamp, resistor, or wherever terminals are exposed to heat. They are 
easily attached, without soldering, to any flexible or solid wire. Wire end is first passed 
through a hole in a center strip, as illustrated (Fig. 18), then bent back, with the insulated 
end of the wire between the wings (Fig. 19), wing clamps are then closed tight around 
the wire and insulation, with pliers or hammer (Fig. 20), thus providing an excellent 
contact, and a terminal that holds the insulation neatly in place and is unaffected by 
heat. Wires can not possibly drop out as is frequently the case where solder type ter- 
minals, exposed to the heat, are used. Specially designed pliers for closing the lugs 
can be furnished. They are particularly useful where a quantity of terminals are used — 
to save time and close terminals neatly. 

Kliegl Solderless Copper Terminals • 



No, 



450 
460 
461 

470 
471 



Description 



Kliegl Solderless Terminals for No. lo and 12, asbestos cable; 25 amperes, 
Kliegl Solderless Terminals for No, 8 and 6 asbestos cable; 50 amperes, 
Kliegl Solderless Terminals for No. 4 and No. 2 asbestos cable; 100 amperes, 

Special Pliers for Terminals No. 450 

Special Pliers for Terminals No. 460 and 461 



per 100 
per J 00 

per 100 



Price 



$6.00 

9.60 

16.00 

2.75 

4-75 



Code Word 



PsTTice 
Perron 
Persea 

Persia 
Penes 




COPPER TERMINAL LUG 

for Soldering 

Kliegl Copper Terminal Lugs for soldering are stamped from 
copper tubing, and will hold the hot solder without leaking. 



pure 



No. 



Amperes 



462 


50 


463 


70 


464 


90 


465 


i2y 


466 


175 


467 


225 


468 


400 



Wire Hole 
Size IN Inches 



H 



Price Each 



5o.o6 
.08 
.10 
.12 
.20 

•30 
.50 



Code Word 



Persedco 

Perseide 

Persevao 

Persicci 

Per sti^e 

Persiste 

Pers}(uip 
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FUSES 



LL\K FUSES 

2^nnch centers 

5 to 30 ampere each $ .06 
35 tx) 60 ampere each $ .08 
65 to 100 ampere each $ .10 



CARTRIDGE FUSES 

N. E. C. Standard 

10 to 30 ampere each $ 
35 to 60 ampere each $ 
65 to 100 ampere each $ 



.20 

-30 
.90 



PLUG FUSES 

5 to 30 ampere each $ .07 



INCANDESCENT LAMP 

SUNDRIES 

Miniature Metallic Filament Lamps of all voltages. 

Candelabra Base Lamps. 
Carbon Lamps of 2, 4, 8, 16 and 32 candlepower, no volts. 
Mazda Lamps, 25, 40, 60, 100, 200, 500, loco and 2ccc v.-atts, no volts. 

Miniature and Candelabra Base Sockets. 
Mica Socket with grooves for lamp guards for festoon lighting, flowers, etc 

Lamp Guards for Candelabra Sockets. 



A 



MISCELLANE OUS 

SUNDRIES 

A Complete Stock of Sundries Is Carried, Including : 



Receptacles 

Key Sockets 

Full Cham Sockets 

Wire, Rubber Covered 

Wire, Slow Burning 

Switches, all sizes 

Porcelain Rollers 

Porcelain Insulator? 



Tin Cups for Insulator 

Mica Insulators 

Stage Screws 

Stage Braces 

Mica Washers 

Binding Posts 

Friction Tape 

Rubber Tape 
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DATA SECTION 



Theatrical Lighting Specifications 



'^'ttC 



'PHE following paragraphs will be helpful in preparing specifications for installation 
of hghting systems m theatres, schools and auditoriums and wherever theatrical 
lighting IS required. As a basis for these specifications, an average theatre, completely 
equipped has been selected. The stage has a proscenium opening of 48 feet and a depth 
of approximately 30 feet. Modifications can readily be made in the specifications to meet 
particular requirements. Architects are invited to avail themselves of the services of 
our hngineering Department, when planning lighting installations 




SW=SwlichboaTd 

S= Stage Floor Pockets 
P= Proscenium Lights 

V<J=iWan Pockets (Balcony) 
u. ^ ; \io' lni^a»afje tnt Spotl{gk(i Back Wall 

y//m/m///////m///////J/////M////^^^^^ 

Kliegl Stage Lighting Plan for Average Theatre. 



'i'y//////////////A 



Specifications for 

General: The contractor shall furnish all labor 
and material for the complete installation of all Elec 
trical work herein specified, in accord with the 
National Electrical Code. He shall obtain and deliver 
to owner Certificates of Inspection from the Board 
of Fire Underwriters and City Department having 
jurisdiction. All material and equipment must be 
as specified to be acceptable, and contractor shall 
complete the work to the satisfaction of the Architect. 
Wiring: All wiring shall be run in conduit. Only 
approved wire of proper size to be used. Branch 



Average Theatre 

circuits for Borderlights, Footlights, Proscenium 
lights, Cove lights, and exterior lighting shall be 
wired with No. 12 wire. 

Switchboard: An interlocking switchboard of 
theatre duty type (Kliegl Bros., Fig. 7), shall be fur- 
nished and installed on stage as shown on plans. 

Switchboard shall be built of i^'^ slate panels 
(black marine finish) with sub-base mounted on a 
strong angle-iron frame, having mounted thereon the 
various switches for control of lights listed in 
schedule. Switches shall be approved "Dead Front'' 



N 



I ,'. !■/■,■ 
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Type, mechanically operated by strongly built lever 
handles, equipped with an approved switch interlock 
at front of board. Over each lever handle there shall 
be provided a neatly engraved name-plate, indicating 
the lights it controls. Knife switches and fuses shall 
be mounted at the rear of the board on individual 
slate slabs. No single pole switches to be used. No 
knife switches shall be less than 100 ampere (for 
mechanical strength). Bus bars shall be rigidly sup- 
ported at rear of board and switch connections made 
thereto. All conductors at back of switchboard 
from switches to trough shall be copper rod or bar 
rigidly supported and terminating in proper lugs at 
top of switchboard (for connections to dimmers). 
An accessible trough built of No. 12 gauge steel shall 
extend from the top of switchboard to top of maga- 
zine panel. All wires crossing from magazine panel to 
switchboard shall be run in this trough and crossing 
of various conductors shall be made in the trough. 

In addition to the switches listed on schedule there 
shall be provided on the switchboard a twelve-circuit 
toggle-switch section, which shall be controlled by 
the stage-main switch and by an individual switch 
also mounted on the switchboard. These toggle 
circuits shall apply to work lights on borders, stage 
chandelier outlet, attachment receptacles in foot- 
lights, switchboard pilot lights, and musicians' lights. 

Magazine Panel : On the wall back of the stage 
switchboard there shall be installed a magazine panel 
constructed of i^" slate base (b. m. f.) and %" 
barriers, enclosed in a No. 12 gauge cabinet with 
heavy spring hinges and latch; said panel shall con- 
tain no branch switches— but shall contain fuses for 
ail branch circuits for all auditorium and stage lights. 

Dimmers : Over the stage switchboard and set on 
a strong angle iron frame there shall be furnished, 
installed, and connected to the switchboard, dim- 
mers (Kliegl Bros., Fig. 7), as listed in schedule. 
Each plate shall be equipped with not less than no 
steps; shall be connected together in gangs with 
master and single control; gangs equipped with a 
handle for each dimmer, master handle for each 
color for stage control, master handle for house con- 
trol, and grand master wheel for entire equipment. 

Dimmer bank shall be so arranged that incandes- 
cent stage pockets can be dimmed individually or 
collectively. All dimmer handles are to be so marked 
that the color of the circuits can be easily distin- 
guished and shall be provided with ample mechanical 
strength so as to withstand severe and constant use. 
Care shall be exercised in designing said dimmers so 
toat all lights may be operated from full bright to 
dark out. All dimmers shall be rated for continuous 
duty. Dimmer Bank shall be provided with a sub- 
stantially built shed extending over the top. 

Contractor must submit a layout of dimmer con- 
trol and stage switchboard to the architect for his 
approval before equipment is ordered. 

Footlights: A Kliegl Footlight, No. 624, semi- 
tlush type, 4a ft. long, 2 ft. wide, having a double row 
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of receptacles, so arranged that lamps will furnish a 
uniform flood of light on the stage without dark spots 
on the floor, shall be furnished and installed. The 
hood shall be double thickness rolled as one piece and 
spaced at point of support, in a manner that pro- 
vides sufficient rigidity for protection of the lamps 
and strength to withstand mechanical injury. The 
lamp receptacles shall be wired as follows : 

80 75-watt white lights on 6 circuits — front row 
80 6o'Watt red lights on 4 circuits — " 
80 60-watt blue lights on 4 circuits^^ 

Wiring shall be No. 12. Circuits are to extend the 
full length of the trough, terminate in a splice-box at 
the switchboard end of the footlight trough, and 
then be extended in conduit to Magazine Panel. 

Four (4) Kliegl Pin Connectors No. 950 are to be 
provided and installed in front of the receptacle strip, 
evenly spaced along the length of the footlight, 
and are to be controlled by four switches on the 
toggle-switch section of the stage switchboard. 



rear row 



Border Lights: The following Kliegl Border- 
lights shall be furnished and insta led: 

Valance Border— shall be a Kliegl Borderlight, 

No. 606, 44 feet long, wired for : 

40 150-watt white lights on 6 circuits 

Concert Border— shall be a Kliegl Borderlight, 
No. 605, 34 feet long, wired for: 

44 75-watt white lights on 3 circuits 

44 60'watt red lights on 2 circuits 
44 60-watt blue lights on 2 circuits 

Border 7io. i— shall be a Kliegl Borderhght, No. 

612. 48 feet long, wired for: 

24 300-watt white lights on 6 circuits 
12 joO'Watt red lights on 3 circuits 
12 3oo'Watt blue lights on -^ circuits 

Borders Kos. 2, 3, and 4— shall be Kliegl Border- 
lights, No. 612, each 49 feet long, each wired for: 

24 joO'Watt white lights on 6 circuits 
12 joo'watt red Hghts on 3 circuits 
11 300-watt blue lights on 3 circuits 
I joo-watt, at center, for work light 

Borderlights are to be furnished complete with slide 
grooves, color frames, and pipe hangers. 

The Valance Border sha 1 be fixed in position on 
the soffit of the proscenium arch between the valance 
and asbestos curtain, and shall be concealed from 
view of audience. 

AH the wiring shall be carried straight across the 
Borderlights from end to end, and the various color 
groups must be placed accordingly. A suitable splice- 
box, equipped with a hinged cover, shall be provided 
at the switchboard end of each Borderlight for making 
connections to the Borderlight cables. 

Proscenium Light: A Kliegl Proscenium Light 
No. 594, shall be mstalled right and left of proscenium 
opening, on stage side, and concealed from view of the 
audience. Each strip shall contain 12 loo-watt 
receptacles wired alternately on two circuits. Each 
lamp shall be in a separate compartment fitted with 
slide grooves and metal frames for color gelatines. 
Stage Pockets : Furnish and install where shown 



■♦« 



321 West 50TH Street, New York, N, Y. 



Page 11^ 



on plans 8 4'section Kliegl Stage Floor Pockets, No. 

354, each equipped as follows: 

3 a^-amp. receptacles for Incandescent White, Red, 

and Blue lighting (No. 12 wiring). 
I sO'amp. receptacle for Arc lighting (No. 6 wiring). 
Each receptacle shall contain a Khegl plug, and 

shall be connected with a separate circuit to its 

respective fuse section on the Magazine Panel. 

Bridge Arcs: Provide and install i i^section, Kliegl 
Wall Pocket, No, 317, with Plugs, on each bridge 
(Right and left) to be known as Bridge Arcs. 

Balcony Spotlights (Inc.): Provide and in- 
stall on front wall of balcony, as shown on plans, 9 

. "Kliegl Standard'' 



3^section, Kliegl Wall Pockets, No, 318, with plugs 
(for looo-watt spotlights), divided into 3 groups 
with 3 circuits for each group, to be known as Bal- 
cony White, Red, and Blue, Incandescent Spots- 
Moving Picture Booth: Provide and install on 
front wall of booth, 6 50'an:^p- Kliegl Wall Pockets, 
No, 310, Flush Type, with Plugs, to be known as 
Gallery Arcs, and i locamp, Kliegl Wall Pocket, 
No. 1 3 10, Flush Type, with Plug, to be known as 
Moving Picture Machine Outlet. 

Company Switch: Provide and install on 

switchboard side of stage one j-pole, joo-amp,, 

Control Chart 



Circuits Controlled 



Stage Main 

White, Stage Lights, Master 
Balcony, Inc. 
Foodight 

Concert Borderlight 
Tst Bordedight 
2nd Borderlight 
3rd Borderlight 
4th Borderlight 
Stage Pockets, Inc., Right 
Stage Pockets, Inc., Left 
Valance Borderlight 
Proscenium Lights 

Red, Stage Lights, Master 
Balcony, Inc, 

Foot light 

Concert Borderlight 

ist Borderlight 

2nd Borderlight 

3rd Borderhght 

4th Borderlight 

Stage Pockets, Inc., Right 

Stage Pockets, Inc., Left 

Blue, Stage Lights, Master 
Balcony, Inc- 
Foot light 

Concert Borderlight 
ist Borderlight 
2nd Borderlight 
3rd Borderlight 
4th Borderlight 
Stage Pocket, Inc., Right 
Stage Pocket, Inc., Left 

Arc Pockets 
Stage 
Bridge 

Gallery Arcs 
and M. P. Machine 

Toggle Circuits (Twelve) 

House Master 

Main Ceiling Fixture 
Main Ceiling Cove 
Two Box-Fixtures 
Rear Ceiling Fixtures 
Balcony and Box Soffits 
Orchestra Brackets 
Balcony Brackets 
Fan Outlets 



Lamps 



8o- 
44- 
24^ 
24- 

14- 
24- 



-75'watt 

■^^-watt 

-joo-watt 

-T>00'Watt 

-300- watt 

-'^oo-watt 



AO- 
24- 



150" watt 
loo^watt 



80' 

44- 
12- 

12- 
12- 
12- 



■60'Watt 

-6o'watt 

-300'Watt 

-joo'watt 

'JOG' watt 

■joo'watt 



80- 

44- 
12- 
12- 
12- 
12- 



-fio'watt 
■60'-watt 
■;^00'W^att 

-joo'watt 
■;^ 00- watt 
■joo'watt 



Switches 



1, 3P, 1200 Amp, 



, 2P, 100 Amp, 

, 2P, 100 Amp. 
, 2?, 100 Amp. 
. 2?. 100 Amp. 
, 2P, 100 Amp. 
, 2P, 100 Amp. 
, 2P, 100 Amp. 
, 2P, 100 Amp. 
, 2p, 100 Amp. 
. 2P, TOO Amp. 
, aP, 100 Amp. 

, %P, TOO Amp, 
- 2P. 100 Amp. 
, 2p, 100 Amp. 
, 2P, 100 Amp. 
, aP, 100 Amp. 
, 2P, 100 Amp, 
, 2P, TOO Amp. 
, aP, 100 Amp. 
, 2P, TOO Amp- 

, 2p. TOO Amp. 
, aP, 100 Amp. 
, 2P, TOO Amp. 
, 2P, 100 Amp. 
, 2p, TOO Amp- 
, 2P, TOO Amp, 
, 2P, 100 Amp. 
, 2p, TOO Amp- 
, 2P, 100 Amp. 

, 3?, 200 Amp, 
. 3P, 100 Amp. 

, 3P, 200 Amp. 
, 3P, TOO Amp. 

, 2P, 100 Amp. 
, 2P, 100 Amp. 
, 2P, TOO Amp. 
, 2P, TOO Amp. 
, 2P, 100 Amp. 
, 2P, 100 Amp. 
. 2P, 100 Amp. 
, 2P, TOO Amp. 



Number of 
Magazine- 
Panel 
Circuits 



Dimmers 





6 
\ 

fS 

4 
4 

2 



9 

4 
2 

3 

4 
4 

9 

4 
2 

I 
% 

3 
4 

4 

h 

8 
4 

7 
12 

6 
6 

4 

2 

8 

4 
') 
6 



Number 

AND Size 

OF Plates 



3 — jooo 
2 — 3000 
1—3300 
3 — 2400 
3 — ^2400 
3 — 2400 
3—2400 

4 — 1000 
4 — TOGO 
1 — 3000 
T— 2400 

3 — 'JOOO 
2 — 2400 
I — 2640 
2- — 1800 
2 1800 

2 — t8oo 
2 — t8oo 

4 — TOOO 
4 — TOOO 



2 
I- 
2- 
2- 
2- 
2- 

4- 
4- 



-3000 
■2400 
-2640 

't8oo 
■1800 
t8oo 
1800 

TOOO 
TOOO 



none 

none 

none 
none 

2 — 1800 
2^3660 
T— 2000 
1 — 2000 
2 — 1800 
1 — 1000 
I— 1000 

none 



Total 

IlAPACITr 

Watts 



9000 
6000 

?300 
7200 

7200 

7200 

7200 

4000 

4000 

6000 

2400 



gooo 
4800 
2640 
3600 
3600 
3600 
3600 
4000 
4000 



9000 
4800 
2640 
3600 
3600 
3600 
3600 
4000 
4000 



VIDUAL 

Control 
Handle? 



3600 

7320 
2000 
2000 
3600 
1000 
1000 



4 
4 

3 

T 
T 
I 

T 

I 

I 

4 

4 



Master 
Control 
Handles 



[ 



Grand 

Master 
Control 

Handles 



i . 



1 . 
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fused switch, enclosed in a No. 12 gauge iron box, 
having 3 separately bushed 1" holes on the bottom, 
to be known as Company Switch. Studs on this 
switch should be extra long, and provided with wing 
nuts. It shall be wired direct to Meter Board. 

Music Pit: Fourteen (14) Musicians' outlets 
shall be furnished and installed in the musicians' pit 
where shown on plans. Each outlet shall consist of a 
fused rosette in an outlet box provided with a bushed 
cover, and with 8" of stage cable protruding from the 
outlet, terminating in a Kliegl Connector, No. 950. 
These outlets shall be contro led by a switch on tog- 
gle-section of the stage switchboard. 

Aisle Lights: Kliegl Aisle Spotlights, No. 675, 
shall be provided and installed on aisle side of end 
seats where designated on auditorium plan. 

Step Lights: Kliegl Step Lights, No. 677, shall 
be provided and installed where designated on 
auditorium plan. 

Exit Signs: At each of the exits, except back of 



the curtain line, there shall be furnished and installed 
a Kliegl Exit Sign No. 695B. The 24"xio"x5" gal- 
vanized iron outlet box, made of No. 20 gauge steel, 
open at the front, must be set in the wall with the 
open front tlush with the finished wall. The wiring 
to the exit signs shall terminate in porcelain recep- 
tacles installed in standard iron outlet boxes. The 
hinged doors of the exit signs are to be fitted with 
Cathedral leaded, amber-and-opal-glass face, with 
Ruby-glass letters, numbers 8 inches high. 

Cove Lights ; Cove lighting shall be furnished 
and installed in Main Dome, Me22. Well, Lobby 
Ceiling, etc., as shown on plans. It shall consist of 
Kliegl Cove Light Strip, No. 734, shall extend around 
the full length of the coves, and be arranged as per 
architectural detail. 

Automobile & Carriage Call: Provide and in* 
stall a Kliegl Automobile and Carnage Call, No. 783; 
the Call to be installed in location shown on plans, 
and the Call Switch to be placed in the outer lobby. 



Specifications for Medium-Sized Stage 
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f'ROSCENfUM 0PENI^G^4 ft^i 



FO OTL I G Ht 



\ 



1st BORDERLlGHT 



o 

c 



i 9 

M^- 



iTvi. BORDERLlGHT 



O 
c 



IS5 



C - Ceitin^ Outlets 
5= Stag^ Floor Pock&ts ^ 

^ ^ j SW= Switchboard Us^ , ! 

KitEGL Stage Lightivc Plan for Medium-Sized Sta.q£ 

Footlight : Khegl, No. 622 — 20'ft. long, wired for: 

22 fio'watt White lights, 1 2-wire circuit — ipcwattDimmer 
11 60-watt Red lights, I 2-wire circuit — ijio-watt Dimmer 
22 6o-watt Blue lights, i 2-wire circuit — ijio-watt Dimmer 

Or in place of No. 622 — Kliegl Disappearing Type 



Footlight, No. 829, — 4 5'ft. sections wired for: 

20 60-watt White lights, i 2-wire circuit— 1200-watt Dimmer 
20 6o'watt Red lights, i 2-wire circuit — 1200-watt Dimmer 
20 60'watt Blue lights, 1 2-wire circuit — 1200-watt Dimmer 

Borderlights : Kliegl, No. 600,— each 24 ft. long 
wired for: 

44 60-watt White lights, 2 2-wire circuits — 2690-wattDimmer 
22 60-watt Red lights, i 2-wire circuit — i32Q-watt Dimmer 
22 60-watt Blue lights, i 2- wire circuit — 1320'watt Dimmer 

Stage Pockets: Kliegl, No. 651, with plugs, capa- 
city of each, 25-amp., iio-volts. 

Switchboard: Kliegl, Fig. 9, Deadface Type, 
with 30-amp. toggle switches: Dimmer Bank, Kliegl, 
Fig. 3, mounted on top of Switchboard. 

Sw. Nos. I, 2, 3— Foot and Borderlights, White, 3 Dimmers 
Sw, Nos. 4, 5, 6 — Foot and BorderUghts, Red, j Dimmers 
Sw. Nos. 7, 8, 9 — Foot and Borderlights, Blue, j Dimmers 
Switches Nos. lo to 15 — Stage Pockets 

Switches Nos. t6, 17— -CeiHng Outlets 
Switch No. iS^Musicians' C5utlet 
Switches Nos. 19, 20 — Spare 
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^LfEGL Stage LfOnrtf^Q Pian for SmaHStage 

Footlight; Kliegl Disappearing Type, No. 829 
— 3 5'ft- sections, wired for; 

15 6o'Watt white lights — i 2'\vire circuit 
1^ 6o'-watt red lights — i 2'wire circuit 
15 6o'watt blue lights — i 2'Wire circuit 



Borderlight: Kliegl No. 600—17 ft. long, and 
wired for: 

20 50'watt white Hghts — i 2'Wire circuit 

70 50'watt red lights — i i-wire circuit 
20 50'Watt blue lights — ^i 2'wire circuit 

Stage Floor Pockets: Kliegl, No. 551, with 
plugs, capacity of each, 25'amp., iio-volts. 

Switchboard : Kliegl, Fig. 9 — Deadface type with 
30'amp. toggle switches and Slider type Dimmers. 

Sw. Nos. I, 1 — Foot and Borderlight, White, 2 Dimmers. 
Sw. Nos. J, 4 — Foot and Borderlight, Red, 2 Dimmers, 
Sw. Nos. 5, 6 — Foot and borderlight, Blue, 2 Dimmers. 
Switches Nos. 7, 8. 9 — Stage Pockets 
Switch No. 10 — Spare 
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Price Quotations 

Prices quoted in this catalogue are subject to dis' 
count, are subject to change without notice, and 
supersede all previous quotations. Net price 
quotations furnished upon request. List prices do 
not include crating, expressage, or postage — which 
will be charged at cost. All shipments are made 
from New York City. 

Placing the Order 

To avoid possible errors, give complete details 
when placing your order; mention catalog^jig 
ber and name of article (or code word-^^emnce 
by telegraph) together with any otb 
such as size, color, finish, etc., t 
sential. 
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fused switch, enclosed in a No. ii gauge iron box, 
having 3 separately bushed 2" holes on the bottom, 
to be known as Company Switch. Studs on this 
switch should be extra long, and provided with wing 
nuts. It shall be wired direct to Meter Board. 

Music Pit: Fourteen (14) Musicians' outlets 
shall be furnished and installed in the musicians' pit 
where shown on plans. Each outlet shall consist of a 
fused rosette m an outlet box provided with a bushed 
cover, and with 8" of stage cable protruding from the 
outlet, terminating in a Kliegl Connector, No. 950. 
These outlets shall be controlled by a switch on tog- 
gle-section of the stage switchboard. 

Aisle Lights: KKegl Aisle Spotlights, No. 675, 
shall be provided and installed on aisle side of end 
seats where designated on auditorium plan. 

Step Lights: Kliegl Step Lights, No. 677, shall 
be provided and installed where designated on 
auditorium plan. 

Exit Signs: At each of the exits, except back of 



the curtain line, there shall be furnished and installed 
a Kliegl Exit Sign No. 695B. The 24"xio"x5" gal- 
vanized iron outlet box, made of No. 20 gauge steel, 
open at the front, must be set in the wall with the 
open front flush with the finished wall. The wiring 
to the exit signs shall terminate in porcelain recep' 
tacles installed in standard iron outlet boxes. The 
hinged doors of the exit signs are to be fitted with 
Cathedral leaded, amber-and-opal'glass face, with 
Ruby-glass letters, numbers 8 inches high. 

Cove Lights : Cove lighting shall be furnished 
and installed in Main Dome, Mez2. Well, Lobby 
Ceiling, etc., as shown on plans. It shall consist of 
Kliegl Cove Light Strip, No. 734, shall extend around 
the full length of the coves, and be arranged as per 
architectural detail. 

Automobile & Carriage Call: Provide and in' 
stall a Kliegl Automobile and Carriage Call, No. 783; 
the Call to be installed m location shown on plans, 
and the Call Switch to be placed in the outer lobby. 
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Kliecl Stage li&Nri^c Plan for M^d/um-Sizecl Stag e 

Footlight : Kliegl, No. 622— 20'ft. long> wired for: 

22 60-watt White lights, i i-wire circuital 520-wattDimmer 
22 60'Watt Red lights, i i-wire circuit — 1520-watt Dimmer 
1% 6o-v.'att Blue hghts, i 2'wire circuit — 1320-watt Dimmer 

Or in place of No. 622 — Kliegl Disappearing Type 



Footlight, No. 829,-4 y^^- sections wired for: 

20 6o-watt White lights, i 2' wire circait — iiocwatt Dimmer 
20 6o'watt Red lights, i 2-wire circuit^ — iioo-watt Dimmer 
20 60-watt Blue lights, I 2-wire circuit— 1200-watt Dimmer 

Borderlights : Kliegl, No. 600, — each 24 Ft. long 

Wired for: 

44 60-watt White lights, 2 2-wire circuits — 2690-watt Dimmer 
23 60-watt Red lights, i 2-wire circuit — 1320-watt Dimmer 
22 60-watt Blue lights, i 2'Wire circuit — 1320'watt Dimmer 

Stage Pockets: Kliegl, No. 651, with plugs, capa- 
city of each, 25'amp., iio'volts. 

Switchboard: Kliegl, Fig. 9, Deadface Type, 
with 30-amp. toggle switches: Dimmer Bank, KHegl, 
Fig. 3, mounted on top of Switchboard. 

Sw. Nos. I, 2, 3 — Foot and Borderlights, White, 3 Dimmers 
Sw. Nos. 4, 5, 6 — Foot and Borderlights, Red, 3 Dimmers 
Sw. Nos. 7, 8, 9 — Foot and Borderlights, Blue, 3 Dimmers 
Switches Nos. 10 to ly — Stage Pockets 
Sw^itches Nos. 16, 17— -Ceihng Outlets 
Switch No. 18 — Musicians' Outlet 
Switches Nos. 19, 20^Spare 
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I S- Stage Floor Pockets 

] ^^^ Sac^ wall 

KitEGL Stage LtGHTtNG Plan for Small Stage 

Footlight: KHegl Disappearing Type, No. 829 
— 3 5'ft. sections, wired for: 

15 60-watt white lights — i I'wire circuit 
15 6o'Watt red lights — i i-wire circuit 
i; 60-watt blue lights— I 2'Wire circuit 



Borderlight: Kliegl, No. 600 — 17 ft. long, and 
wired for: 

20 50'watt white lights — i 2'Wire circuit 
20 50-watt red lights— I 2-wire circuit 
20 yo-watt blue lights — i 2-wire circuit 

Stage Floor Pockets: Kliegl. No. 351, with 
plugs* capacity of each, 25'amp., iio-volts. 

Switchboard : Kliegl, Fig. g— Deadface type with 
jcamp. toggle switches and Slider type Dimmers. 

Sw. Nos. I, 1 — Foot and Bordedight, White, 2 Dimmers, 
Sw. Nos. J, 4 — Foot and Borderlight, Red, 2 Dimmers. 
Sw. Nos. y, 6— Foot and borderlight. Blue, 2 Dimmers. 
Switches Nos. 7, 8, g — Stage Pockets 
Switch No. 10 — Spare 
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Price Quotations 

Prices quoted in this catalogue are subject to dis- 
count, are subject to change without notice, and 
supersede all previous quotations. Net price 
quotations furnished upon request. List prices do 
not include crating, expressage, or postage — which 
will be charged at cost. All shipments are made 
from New York City. 

Placing the Order 

To avoid possible errors, give complete details 
when placing your order; mention catalogjjjg 
ber and name of article (or code word -'emnce 
by telegraph) together with any otb DevlTso^^ 
such as size, color, finish, etc., t Devest 
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Jo}{tan 


1497 


96 


Jolaos 


1498 


96 


joliger 


1499 


96 


JoWds 


1500 


96 


jolltau 


1501 


96 


Jolof 


1502 


96 


Joncaro 


1503 


96 


jongcns 


1504 


96 


Jonglais 


1505 


96 


Jonico 


1506 


96 


Jonque 


1507 


96 


Jopici 


1508 


96 


Jorfe 


1509 


96 


Jorihas 


. 1510 


96 


Jcnnada 


1511 


96 


Jorohar 


1512 


97 


Joshah 


1513 


97 


Jotham 


1514 


97 


Jouez 


1515 


97 


Jouiras 


1516 


97 


Joutai 


1517 


97 


Joven 


1518 


97 


Jovial 


1519 


97 


Jovinus 


1520 


97 


Joyance 


1521 


97 


Joyero 


1522 


97 


Jozahad 


1523 


97 


Jozoste 


1524 


97 


Juanete 


1525 


97 


Juarda 


1526 


97 


Juhado 


1527 


97 


Juhcldc 


1528 


97 


Jubcmus 


1529 


^ w 

97 


Jubiico 


1530 


97 


JiLCunda 


1531 


97 


Kaarta 


1186 


68 


Kaashut 


1187 


68 


Kaasnop 


1188 


68 


Kabaci 


1189 


68 


Kabin 


1190 


68 


Kadsixra 


1191 


68 


Kaftan 


1192 


68 


Kahawy 


1193 


" 68 


Kaiauer 


1194 


68 


Kalfden 


1195 


68 


Kal atis 


1196 


68 


Kamhout 


1197 


68 


Kamwol 


1198 


68 



♦^ 
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Code Word 


Cat. No. 


Page 


Lahacol 


370 


86 


Label 


372 


86 


Labrus 


374 


86 


Lack 


376 


86 


Lac\ey 


378 


86 


Lactahat 


P. 449 


110 


Lactate 


P. 95 


110 


Lacteal 


P. 95 A 


110 


Lactetnus 


P.95C 


no 


Lacteoh 


P.96 


no 


Lactose 


P.97 


no 


Lactucic 


P.93 


no 


Lactumen 


P.93C 


no 


Lacturni 


P. 97 A 


no 


Lacune 


P.97C 


no 


Laddove 


380 


89 


Lagunoa 


381 


89 


Lakende 


382 


89 


Lamech 


383 


89 


Lander 


384 


89 


Lapuz 


385 


89 


Lartius 


386 


89 


Larvaves 


387 


89 


Lastirna 


389 


87 


Latch 


390 


89 


Laund 


391 


89 


Lawn 


392 


89 


Lean 


393 


89 


Levyne 


394 


89 


Liege 


395 


89 


Ligados 


396 


89 


Ligeras 


397 


89 


Lignoso 


398 


89 


Llgull5 


399 


89 


?{aafgat 


1201 


11 


T^ahahie 


1202 


12 


7^a hlia 


1203 


22 


T^ahoria 


1204 


22 


?{acarat 


1205 


22 


?iadivo 


1210 


n 


T^aenia 


1211 


23 


T^aeves 


1212 


13 


Xafego 


1213 


23 


>{agelag 


1214 


i3 


J^agxllen 


1215 


i3 


J^agonz 


1216 


^l 


l<[agtest 


1217 


13 


T^aimar 


1218 


^3 


y^a}{oo 


1219 


23 


J^arbasi 


1220 


^3 


T^arcafto 


1221 


33 


J^ardoa 


1222 


13 


y^aroem 


1223 


13 


y^arrons 


1224 


23 


>{eofiti 


1229 


24 


J^eogene 


1230 


24 


7<lcologo 


1231 


24 


T^eomoris 


1232 


24 


yieoni 


1233 


24 


J^eoplase 


1234 


24 


T^eornis 


1235 


24 


T^eotome 


1236 


24 


He pet a 


1237 


24 


J^epheg 


1238 


24 


J^epheu/a 


1239 


24 


y^ephroid 


1240 


24 


J<lephrops 


1240A 


24 


?iephtoah 


1241 


24 


y^epomu\ 


1242 


24 


?<lepotor 


1243 


24 


>Je/)ticuIa 


1244 


24 


J^eptuno 


1245 


24 


T^iepuce 


1246 


14 



Code Word 


Cat. No. 


Page 


Tiequior 


1247 


24 


yieratius 


1248 


34 


yierhata 


1249 


24 


yierciat 


1250 


24 


y^erezza 


1251 


24 


y^erjertr 


1251A 


24 


y^erinea 


1252 


24 


yierisse 


1253 


24 


yierocik 


1254 


24 


yiestali}{ 


1265 


25 


yiestchen 


1266 


25 


yiethord 


1267 


25 


y^eteUg 


1268 


25 


yiainho 


1269 


25 


yiet}{OTaal 


1269 A 


35 


yietleuvers 


1270 


25 


yietoide 


1271 


^5 


yietoUes 


1274 


25 


y^etstok 


1272 


25 


yieturi 


1273 


25 


yieurada 


1275 


25 


yieuroide 


1276 


25 


y^eurui 


1277 


^5 


yieusaap 


1278 


25 


y^eutos 


1279 


^5 


yieveda 


1280 


25 


yieveros 


1281 


25 


yievisti 


1282 


15 


yievoso 


1283 


2? 


yiicasio 


1289 


^3 


yikhus 


1290 


23 


y^ictage 


1291 


^3 


yiideitr 


1292 


^3 


y<lidulor 


1293 


^3 


yiierait 


1294 


13 


Odoin 


532 


56 


Oehotas 


533 


58 


Oelwage 


534 


56 


Oficiar 


535 


58 


Ohmad 


537 


58 


Oirias 


540 


37 


Ojalar 


641 


37 


Ojear 


542 


37 


Oktai 


543 


37 


Olanin 


544 


37 


Olbia 


545 


• 37 


Oliere 


650 


36 


Olivaho 


552 


37 


Olivile 


553 


37 


Olmos 


554 


45 


Olore 


555 


45 


Onager 


560 


61 


Onhezet 


561 


61 


Oncavit 


562 


61 


Ondatra 


563 


61 


Onderin 


564 


61 


Ondifero 


565 


61 


Ondular 


566 


7T 


Oneatis 


567 


75 


Onerte 


568 


75 


Onfredo 


569 


75 


Onge}{at 


570 


7? 


Ongeplet 


571 


75 


Oniros 


573 


75 


Ontleed 


580 


75 


Ononis 


574 


75 


Onoulf 


575 


75 


Ontani 


577 


75 


Onterft 


578 


75 


Ontnopt 


581 


75 


Ontosa 


582 


75 


Ontvalt 


583 


75 


Ontzag 


5S4 


75 



Code Word 


Cat. No. 


Page 


Onusto 


585 


75 


Oorgat 


588 


75 


OOTUil 


589 


75 


Opalin 


591 


15 


Ophod 


592 


15 


Opcent 


593 


15 


Qpefice 


594 


15 


Operant 


595 


15 


Operula 


596 


15 


Pack 


950 


91 


Pacovio 


950N 


91 


Paddle 


951 


91 


Pall 


955 


91 


Pa Ileal 


955N 


91 


Pallid 


956 


91 


Palhola 


956N 


91 


Pallor 


957N 


91 


Palmy 


958N 


91 


Pander 


959N 


91 


Pang 


3950 


91 


Parade 


3955 


91 


Parch 


3956 -. 


91 


Parole 


3957 '^ 


91 


Paroma 


3958 -■ 


91 


Paropter 


4950 ■- 


91 


Paroreia 


4955 ■ 


9^ 


Parouel 


4956 


91 


Parrudo 


4957 


91 


Parting 


965 . 


93 


Partivit 


950 AA 


91 


Paruero 


950AC 


91 


Parvenir 


955AA 


9^ 


Parvoice 


955AC 


9^ 


Parygri 


956AA 


91 


Pasados 


956AC 


91 


Pascito 


9S7AA 


91 


Paseada 


957AC 


91 


Pasivas 


958AA 


91 


Pasrnunt 


958AC 


91 


Patkul 


2950 


92 


Patois 


2951 


92 


Patoja 


2955 


92 


Paver 


971 


93 


Paveurs 


972 


93 


Paviage 


973 


93 


Paviola 


974 


93 


Pavisti 


975 


93 


Pavonia 


976 


93 


Pawl 


977 


92 


Perilles 


984 


93 


Periodo 


985 


93 


Perirati 


986 


93 


Perlaro 


990 


92 


Perrice 


450 


III 


Perron 


460 


III 


Persea 


461 


III 


Persedeo 


462 


III 


Perseide 


463 


III 


Persevao 


^ 464 


III 


Persicci 


465 


III 


Persiste 


467 


III 


Perskuip 


468 


III 


Persia 


470 


III 


Per stifle 


466 


III 


Pcrtes 


471 


III 


Pesais 


480 


97 


Pescan 


481 


97 


Pescota 


482 


97 


Pescuno 


483 


97 


Phacoid 


995 


92 


Phaliga 


998 


93 


Plaisur 


997 


93 


Raamses 


495 


99 



I a 
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Code Word 


Cat. N( 


Raaploof 


496 


Raaslipp 


497 


Rahacal 


498 


Rahalde 


499 


Rahaivd 


500 


Rahato 


501 


Rahbah 


502 


Rabhdnc 


503 


Rahbiche 


504 


Rahhino 


5U 


Rahhordo 


505 


Rahbuffo 


506 


Rabdoidc 


507 


Rabeases 


508 


Raheira 


509 


Rdhel 


515 


Rabicoel 


525 


Rabidity 


526 


Rabilarga 


527 


Rabioscs 


528 


RabiosuU 


529 


Rdbirius 


530 


Rabrnag 


600 


Rabolao 


601 


Rdbote 


605 


Rabsaccs 


606 


Raca\l e 


608 


Raccdtto 


611 


Raccendo 


612 


Rdccohd 


613 


RaccouTs 


614 


Rachedrnt 


616 


Rachtta 


617 


Rachever 


617A 


Rachgier 


618 


Rach^di 


618A 


Rachiliti 


619 


Rdcines 


622 


Racloir 


623 


Racoma 


624 


Raddid 


626 


Rddeciu 


627 


Radgdrn 


629 


Rddigast 


632 


Radiola 


633 


Rddloch 


635 


Rddnaaf 


636 


Rdinulf 


643 


Rajput 


644 


Rdhd 


645 


Rallargo 


649 


Rallcgri 


650 


Rallento 


651 


Rallones 


652 


Ramheh 


655 


Ramiah 


656 


Ramify 


657 


Ramiro 


658 


Rarnitis 


659 


Ramogno 


660 


RamojUr 


661 


Ramosos 


662 


Rampaute 


663 


Rcmpojo 


664 


Ranular 


669 


Raphon 


670 


Rdposo 


672 


Raptus 


675 


Raquel 


676 


Raresco 


677 


Reacti 


741 


Readorn 


742 


Kealco 


743 



Page 

99 
99 

99 
99 
99 
99 

99 

99 

99 

99 

99 

99 

99 

99 

99 
98 

98 

98 

98 

98 

98 

13 

15 

13 

13 

13 

13 

13 

13 

13 

13 

13 

13 

13 

13 

13 
10 

10 

10 
10 
10 
10 

10 

10 
102 
102 

44 

44 

44 

44 

44 

44 

44 

34 

34 

H 

H 

34 
61 

61 

61 

61 

61 

59 

34 

34 
18 

18 

18 

31 
3t 
31 



; wuru 11 

Code Word 


Cat. No. 


Page 


Really 


744 


31 


Reannex 


745 


31 


Reargue 


746 


3» 


Rehanos 


751 


33 


ReheUm 


752 


31 


Rehimba 


753 


n 


Rebolir 


754 


31 


Rebours 


755 


3X 


Rebraco 


756 


31 


Rebuf 


757 


31 


RebuttT 


758 


33 


Recair 


759 


33 


Rechazo 


761 


31 


Recludo 


762 


31 


Recoar 


763 


J2 


Recodas 


764 


3» 


Recran 


766 


3* 


Recteur 


767 - 


3» 


RectriTi 


768 


33 


Recudis 


769 


34 


Redacto 


770 


31 


Rederar 


771 


^^ 


Redobra 


773 


31 


Redondo 


774 


ja 


Redorais 


775 


32. 


Refilon 


781 


59 


Regadm 


782 


HI 


Regent e 


783 


ai 


Regiao 


784 


31 


Reglage 


785 


21 


Regnait 


786 


ai 


Kegor 


787 


ax 


Regml 


■ 788 


*2I 


Regsam 


789 


m- 


Reguante 


790 


u% 


Rehacer 


791 


tt 


Reimpor 


796 


no 


Reinol 


797 


no 


Rcisbau 


798 


no 


Reitero 


799 


no 


Saeldis 


837 


100 


Seance 


838 


79 


Sehago 


839 


■ r 

80 


Sebenta 


840 


100 


Scboso 


841 


100 


Secesso 


. 843 


100 


Secolo 


844 


TOO 


Secui 


845 


100 


Sedeo 


846 


100 


Sedostt 


847 


100 


Segala 


848 


100 


Seifia 


849 


100 


Seino 


850 


100 


Seisrna 


851 


100 


Seitens 


852 


100 


Seivosa 


853 


100 


Sejour 


854 


100 


Sejungo 


855 


100 


Selloa 


858 


TOO 


Selvato 


859 


100 


Semear 


860 


100 


Semno 


863 


100 


Scmoto 


864 


100 


Sempar 


865 


TOO 


Senagia 


866 


100 


Sencillo 


867 


100 


Senecio 


869 


100 


Senfoei 


870 


100 


Senhor 


871 


100 


Senoleo 


872 


100 


Sensate 


873 


100 


Sensual 


875 


lOI 


Sentais 


876 


lOI 



Code Word Cat, No. Page 



Senticar 

Stnixah] 

Senzdla 

Sexfoil 

Sextant 

Sextidi 

Sfamava 

Sfascio 

Sfdvilli 

Sfecode 

Sferite 

Sfcropo 

Sfcsso 

Sfibhio 

Sfidare 

Sfigmico 

Sfirena 

Sfogare 

Sfongia 

Sforno 

Sfrangi 

Sfrdto 

Sfregio 

Sfrondi 

SfTUSCid 

Sfuggi 

Sfuriatd 

Sgdlerd 

Sgdrro 

Sgolare 

Sgozzd 

Sgrdna 

Shdllot 

Shdmble 

Sharoc\ 

Shashai 

Shed^ur 

She\el 

Shelomi 

Sheridt 

Sladf 

Sladgs 

Slaggy 

Slano 

Slatto 

Slave 

Sleazy 

Slce\ 

Sleety 

Sleighs 

Slcmpen 

Slctvin\ 

Sleurtrant 

Sleuteh 

Sleuvcn 

Slihowi 

Slimed 

Slinger 

Slittero 

Sliva 

Slobber 

Sloep 

Slofhak 
Slogando 

Slogatura 

Slogavatc 

Sloggio 

Slui\ 

Sluipen 

Slungd 

Slur/ 

Slurred 



877 

878 

879 

890 

891 

892 

896 

897 

898 

899 

901 

902 

903 

904 

905 

906 

909 

910 

911 

912 

913 

914 

915 

917 

918 

919 

920 

921 

922 

923 

924 

925 

926 

927 

928 

929 

930 

931 

932 

933 



■Stage ) 
Cable ) 



lOI 

79 
100 

79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 
79 

lOI 
lOI 
lOI 

101 
lOI 
lOI 
lOI 
lOI 



loa 



Stage 
P'Gable 



} 
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Page 


Code Word 


Cat. No. 


Page 


Code Word C 


AT. No. 


Page 


SI u tare ^ 


Cable J 




Svaridta 


2000 


73 


Tepore 


734 


»? 


Slutava 


103 


Svehilius 


2001 


73 


Tercol 


735 




Slyness J 






Svckc 


2002 


73 


Ternera 


736 


ly 


Socairo 


I960 


106 


Svetta 


2005 


73 


Vaatjes 


800 


108 


Socavar 


1961 


106 


Sviando 


2006 


73 


Vachery 


802 


108 


Soceder 


1962 


106 


Smcoldva 


2010 


73 


Vacilado 


803 


108 


Sociaho 


1963 


106 


Sviluppo 


2012 


73 


Vacisco 


804 


108 


Socinian 


1964 


106 


Sviziero 


2016 


73 


Yacunar 


805 


108 


Sod^glia 


1966 


106 


Svolazza 


2017 


73 


Vadeaha 


806 


108 


Sodanrx 


1967 


106 


Svokero 


2019 


73 


Vadosas 


807 


108 


Sochen 


1968 


106 


Swabbed 


2020 


73 


Vafrous 


808 


108 


Soestro 


1969 


106 


Swarms 


2022 


73 


Vagary 


809 


108 


Sofolie 


1971 


106 


Sweeps 


2025 


73 


Vaguear 


812 


108 


Sofrear 


1972 


106 


Swcrtia 


2026 


73 


Ya^doso "^ 






Sogdicr 


1973 


106 


Swerved 


2027 


73 


Vaiglaia 






Sogines 


1974 


106 


SwilUngs 


2028 


73 


Vaigrage 






Suabia 






Switzer 


2031 


73 


Vailers 






Suadora 






Sydroc 


2040 


63 


Vaincre 






Suarista 






Syelus 


2041 


63 


Vainer OS 






Suavite 






Sylectre 


2042 


63 


Vainica 






Suhalar 






Tabarder 


679 


17 


Vaiolato 






Suhasto 






Tabby 


680 


17 


Vaxron 






Subcarrc 






Tabcrd 


6800 


17 


Vawem 






Subcilie 


Coloring ) 

L FOB y ic6 


Tdhlet 


685 


17 


Valuer ig 






Suhdean 


Tablich 


6850 


J7 


Valablc 






Suhdiale 
Subdole 


Lamp* 


s 


Tahliers 
TahUlha 


686 
6860 


17 
17 


Valbrug 
Valedio 


Mazda ) 
y Lamf's J 


log 


Subduros 






Tabloza 


687 


17 


Valcrol 






Subendo 






Taboin 


688 


17 


Valinch 






Suberdte 






Tabokta 


689 


^7 


Valkyr 






Subfus}{ 






Tabor 


. 690 


17 


Vallaire 






Suhicis 






Tabual 


6900 


17 


Vallejos 






Suhirnos 






Tacques 


691 


^7 


ValUcosc 






Suhitoso 






Tacson 


6910 


17 


Veador 






Suhoval ^ 






Tadega 


692 


17 


Veberes 






Suhpoldf 






Tadorne 


6920 


17 


Vecindl 






Suhrasos 






Taef el ig 


693 


18 


Vedicas 






Subrepo 






Taenite 


6930 


18 


Vegeto 






Suhrigid 




- 


Tame 


694 


17 


Vegrande 






Suhrogo 






Tamica 


694A 


^7 


Veianus "^ 






Suhsalt 






Tamuage 


694B 


17 


Veiiig 






Suhscus 






Tambins 


694C 


17 


Vexnant 






Subsoil 






Tamojal 


694D 


i? 


Veirado 






Suhstabo 


- 




Tang 


695 


17 


V t:\acho 


Maida 
* Lamps 




Subtend 






Tangaru 


695A 


17 


Velanca 


no 


Subtonic 






Tangcntc 


695B 


17 


Veldrct 






SubtutOT 






Tan\po 


695C 


17 


Veldtuig 






Suburb 






Tan^ite 


695D 


17 


Velexra 






Suhvenir 






Tapxgo 


697 


17 


VeleWes 


^^ H^ ^ 




Subvert 






Tabulho 


697V/ 


x8 


Viadrus 


826 


10 


Suculas 


CoLOBlfJG } 


Tdrdoz 


698 


17 


Vxhiones 


828 


10 


Sudation 


. FOR 

Lamp^ 


t 107 


Tarifar 


698W 


x8 


Viddha 


829 


10 


Sudeiro 


^J d^ liTL I ■_! 


J 


Tfltabula 


700 


20 


Tacare 






Sudore& 






Taufonia 


702 


10 


Tacca 






Suedost 


» 




Taurulo 


705 


10 


Tahoo ^ 






Suegra 






Tauxiar 


706 


20 


TaJ^sha 




■ 


Sueldo 






Tavao 


707 


OD 


Tapock 






Suerfcln 






Tawua 


708 


TO 


Taup 






Suevico 






Taxador 


709 


ao 


Tcan 






Sufiadd 






TaxiUos 


710 


30 


Telad 






Sufocas 






Teapoy 


714 


19 


Terhd 


c ^ \ 




Sufolero 






Teatro 


715 


19 


Todel 


Shipping J 

T10N9 J 


118 


Sufrago 






Tecaria 


716 


19 


Tojan 


^ ^ ^^ 


Sughera 






Teccold 


717 


19 


Topaina 




1* 


Sugnoso 






Tecmon 


718 


18 


Topestam 






Suivons 






Tectona 


719 


18 


Tourts 






Sulcaria 






Tecuitle 


720 


19 


Turn bo 






Sulfato 






Tedioso 


721 


^9 


Trian 






Sukanat 


1940 


107 


Teinte 


725 


18 


Turga 






Sumico 


1941 


107 


Telpas 
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Coal'Grates and Firc'Logs 7^ 

Code Word Index 118 

Code Words for Telegraph Orders. . 118 

Color Boxes 77 

Color Frames < - 77 

Color-Globes and Color-Caps 106 

Color Mediums (Gelatine) 105 

Color Rolls 76 

Color Wheels 74 

Colorine Remover 108 
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Coloring for Lamps 106 

Column Lights 45 

Compartment Type, Act 

Announcers 20 

Concentrated Filament Mazda 

Lamps 108 

Condensing Lenses 79 

Connectors 90 

Copper Terminal Lugs in 

Cove Light-Strips i^ 

Crystal Reflectors, Revolving 62 

Curtain Shutter 80 

Cyclorama Borderlight. 12 

D . 

Degree Work, Effects for 71 

Diffusing Screens 77 

Dimmers 22 

Dimmer Banks 26 

Dimmer Boxes, Portable 28 

Disappearing Type FootHghts g 

Dissolver, Iris . . . . , 81 

Double Dissolving Stereopticons., . 48 

E 

Effects, Scenic and Stage 64 

Effect Holder 79 

Electrical Fittings 82 

Electric Fountains 63 

Electric Signs (Illuminated) 19 

Electric Smoke-Box 69 

Electric Time^Beater 34 

Electro-Mechanical Stage Effects. , . 69 
Enclosed Switches for pedestal 

Mounting 98 

Exhibit and Window Display Lamps 57 

Exit Signs 17 

Extension Lens, for Spotlights 79 

F 

Face-O' 'Graph 46 

Fantastic Scenic Effects 67 

Fire Logs and Coal Grates,. lUumi' 

nated 72 

Fittings, Electrical 82 

Fixed Resistances and Rheostats. . . 99 

Flame Shaped Globes no 

Flexible Asbestos Covered Cable. . 103 

Flexible Rubber Covered Cable. ... 103 
Floodhghts 

for Exhibits and Window Dis' 

^ plays 57 

for Motion Picture Studios, ... 52 

for Outdoors 60 

for Photographic Studios 55 

for the Stage 35 

Floor -Pockets and Plugs 82 

Footlights 7 

Foothght Spots 45 

Fountain and fire dance Effects 69 

Fountains, electric 6j 

Framing Shutter? and Blinders. ... 80 

Freight Rates 117 

Fuses 112 

G 

Garage Wall Light 59 

Gauze for Scenic Effects 73 

Gelatine Announcement Slides 105 
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Gelatine Carrying'Cases 105 

Gelatine Color-Mediums 105 

General Information. 117 

Glass Bulbs, Natural^olored 110 

Glass Signs, Illuminated 19 

Goods Returned 1 17 

Grates and Fire Logs, Illuminated , . . 72 

Guarantee.. 117 

H 

Hand Arc Lamps yj 

Hand Color Wheels 74 

Heating Units for Fireplaces 72 

I 

Illuminated Coal Grates 72 

Illuminated Fire Logs 72 

Illuminated Signs 19 

Incandescent Lamps 109 

Indestructible Connectors 90 

Index, Catalogue Number 124 

Index, Telegraph Code Word 118 

Information, general 117 

Instructions for Shipping 117 

Interlocking Dimmers 24 

Iris Dissolvers 81 

Iris Shutters 81 

K 

Klieglights 53 

Kliegl ^indestructible" Connectors. 90 

Kliegl Plug Receptacles no 

Kliegl Scenic Effects 65 

Kliegl Solderless Lugs in 

L 

Lamp Coloring ic6 

Lamp Guards no 

Lamp Parts 

"Arc" 94 

Ma^da loi 

Lamps 

Exhibit and Window Display. . 57 

Incandescent 109 

Motion Picture Studio 51 

Photographic Studio 55 

Sketch ^o 

Stage jy 

Leader Stands 35 

Lenses 78 

Lighting Specifications T13 

Light Fixtures for Music Stands. . . 32 

Lightning, hand and automatic, _ , 69 

Lightning Shutters 81 

Lights 

Aisle and Step 18 

Border n 

Bunch 44 

Ceiling Spot 59 

Column 4f 

Cove 15 

Flood 60 

Foot 7 

Footlight Spot 45 

Motion Picture Studio yx 

Open'Box 35 

Outdoor Flood 60 

Piano and Organ 33 

Proscenium 14 
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Lights (Continued) 

Search 62 

Signboard and Picture 59 

Spot 38 

Strip 44 

"Lilliputs" 54 

Lilliput Arc Lamp Parts 98 

Link Fuses 112 

Li!nnebach L^mp (Scene Projector). . . 46 

Lobsterscope (Optiscope) 68 

Logs, and coal grates 72 

Long Distance Objective Lenses. . , . 78 

Long Range ^^Arc" Spotlights 38 

Long Range "Attention" Spotlight. ?8 

Low- Voltage Connectors gj 

Lugs, Copper Terminal 111 

M 

Mazda Lamps loS 

Maz;da Open-Box Lights 36 

Masda Spotlights 40 

Mazda Spotlight Lamp Parts 101 

Mirrored Glass Reflectors for Spot- 
lights 101 

Miscellaneous Sundries 1 iz 

Monogram Type Act Announcers. . 20 

Motion Picture Studi^o Lamps ^i 

Motor Driven Mechanism for Sciop- 

ticon Effects . _ . 67 

Multiple Circuit and Branch-off 

Connectors gi 

Music Stands 31 

N 

Natural-Colored-Glass Ma:da Lamps no 

Natural Scenic Effects 65 

Non'inter locking Dimmers 14 

o 

Objective Lenses 78 

Opalescent Lamp Coloring 107 

Opaque Projectors.. 50 

Open-Box Lights 35 

Optiscope (Lobsterscope) 68 

Organ and Piano Lights 33 

Outdoor Floodlights 60 

P 

Panel Boards and Switchboards. ... 29 

Panel Pockets and Plugs 86 

Partfi for Arc Lamps 94 

Parts for Spotlights 100 

Payment, Terms of, n-j 

Photographic Studio Lamps. 55 

Piano and Organ Lights 3^ 

Picture and Signboard Light 59 

Pin Connectors, single-pole 93 

Pipe Clamps 101 

Plug fuses 1x2 

Plugging Boxes and Plugs 88 

Plug Receptacles, Kliegl no 

Plugs, Kliegl 87 

Pockets and Plugs 

For battery charging 87 

Stage-floor 82 

Surface and flush-wall type , . . 84 

Waterproof floor 83 
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Polyscope Objective Lenses 79 

Porcelain Receptacles, Kliegl no 

Portable Dimmer Boxes 28 

Portable Plugging Boxes 88 

Portable Spotlight Dimmers 22 

Portable Type Border Lights ij 

Portable Type Footlights 10 

Pose Plastic Slides and Effects 67 

Pose Slide Shutter 80 

Price Quotations. , 1 17 

Projector Carbons 104 

Projectors for Sidewalk 59 

Projectors for Scenic Effects ....,-, 47 

Projectors, Opaque 50 

Projectors, Scene (Linnebach Lamp), 46 

Projectors, Searchlight 62 

Proscenium Lights 14 

R 

Receptacles, Porcelain for Pockets. . . no 

Rectangular Plate Dimmers 21 

Reflectors, Mirrored Glass loi 

Reflectors, Revolving Crystal 62 

Reflectors, Vertical Light 45 

Reflectorfi, Wall Bracket Type 57 

Rental of Apparatus 117 

Resistances and Rheostats 99 

Return of Goods 117 

Revolving Crystal Shower 62 

Revolving Crystal Reflectors 62 

Round Plate Dimmers 23 

Rubber Covered Flexible Cable, ... 103 

s 

Scene Gauze 73 

Scene Projectors (Linnebach Lamp). . 46 

Scenic Effect Projectors (Sciopticons) 47 

Scenic Effects 65 

Sciopticon Objective Lenses 78 

Sciopticons 47 

Searchlight Projector 62 

Semi'flush type FootHghts 7 

Shadowgraph 46 

Shipping Instructions 117 

Shutters and Blinders 80 

Sidewalk Projector 59 

Signaloid Lamp Coloring 107 

Signboard and Picture Light 59 

Signs, Exit ly 

Signs, Illuminated 19 

Silk Mediums 76 

Silvertip Carbons 104 

Single-Pole Pin Connectors 93 

Sketch Lamps ^o 

Shde Carriers 80 

Slides, Announcement 105 

Smoke Apparatus, Chemical 69 

Smoke Box, Electric 69 

Solderless type Copper Terminal 

Lugs ixi 

Solder type Copper Terminal Lugs. , iii 

Space Requirements for Dimmers ... 27 

Special and Fantastic Scenic Effects, . 67 
Special Arc Lamps for Motion Pic 

tureStudios 55 

Spot Foot-Light 45 
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Spotlight, Aisle 18 

Spotlight, Border 12 

Spotlight, Ceiling 59 

Spotlight Dimmers, Portable ' 22 

Spotlight Effects 68 

Spotlight, Extension Lens for 79 

Spotlight, Long Range "Attention". 58 

Spotlight Truck 100 

Spotlights 

for Exhibits and Window Dis' 

plays 57 

for Motion Picture Studios 51 

for Photographic Studios 56 

for Stage and Theatres 38 

Stage Cable , 102 

Stage and Scenic Effects 64 

Stage Floor 'Pockets and Plugs. ... 82 

Stage Limps 35 

Stage Lighting SpeciBcations 113 

Stands^ Cleaner, and Work Lights., 34 

Stands for Music, . . /, 31 

Stands, Leader. 33 

Step-Lights and Aisle-Lights 18 

Stereopt icons 48 

Stereopticon Arc Lamps 97 

Stereopticon Effects Ay 

Stereopticon Objective Lenses 78 

Strip Lights 44 

Sundries, Miscellaneous 112 

Supports for Border Light Cable. . . 101 

Switchboards and Panel Boards. , . , 29 

Switches for pedestal Mounting,.. , 98 

T 

Table Lamp, Arc Lamps for 55 

Telegraph Code Word Index 118 

Terminal Lugs, Copper j n 

Terms of Payment. , . 117 

Theatre Dimmers 22 

Theatrical Lighting Speci6cations. . 113 

Time Beaters and Batons 34 

Torch, Flaming 69 

Tormentor Spotlights 14 

Travelling Case for Lilliputs 54 

Triple Dissolving Stereopticons. ... 49 

Truck for Spotlights 100 

Twilight-Effect ColorTrames 76 

Twilight'Effect Color^RolIs 76 

- 

u 

U.V. Carbons (Ultra- Violet) 104 

V 

Vertical 'Light Reflector 45 

w 

Wall Bracket Reflectors 57 

Wall-Light, Garage ^g 

Wall Pockets and Plugs 84 

Waterproof Floor Pockets and Plugs. 83 

Waving American Flag, Sign ig 

Weatherproof Lamp Coloring 106 

White Flame Projector Carbons ... 104 

Window Display Lamps 57 

Wood Logs, Electric, Illuminated ... 72 

Work Lights and Cleaner Stands. ... 34 
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